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PREFACE 



The Literature Catalog is published by Literature and Distribution 
Services (LDS) to serve the documentation needs of Control Data's 
sales force, system support personnel, field engineers, and 
internal/external customers. 

The catalog is comprised of seven sections: 

o Control Data 4000 Series Documentation 

o Hardware - Equipment Identification Number 

This section lists hardware manuals by equipment identification 
number for individual equipment. Product numbers are included 
in parentheses after the equipment identification number. 

o Hardware - Product/System Number 

This section lists hardware manuals by product or system numbers 
and many entries include a cross-reference to an equipment 
identification number. 

o Software - Operating System 

This section lists software manuals by operating system and the 
appropriate product set. Also, application manuals are printed 
beneath the system number heading. If a software item runs on 
more than one system, it is listed under each one. 

o Miscellaneous 

This section lists both hardware and software publications in 
alphabetical order by title. Also included in this section are 
promotional materials for ordering by Control Data sites only. 

o Other Sources Of Literature 

ASCENT Publications available from Integrated Information Systems. 

o Quick Reference 

This section lists the manuals by publication number. 
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PREPAID CUSTOMER ORDER FORM 

(Not Required with Company Purchase Order) 



SHIP TO: 
CUSTOMER NAME: 

ATTENTION: 

ADDRESS: 

CITY: 



STATE: 



ZIP: 



TELEPHONE: AREA CODE: ( 



) NUMBER: 



EXT: 



METHOD OF PAYMENT: 



PURCHASE ORDER # 



n COD 

D Money Order 
D Personal Check 



PUBLICATION 
NUMBER 


QUANTITY 


PUBLICATION 
TITLE 


UNIT 
PRICE 


TOTAL 
PRICE 






















































Less Discount* 




(Prices include shioDina) 


Sales Tax 




TAX EXEMPT # 






TOTAL 





'10 percent discount when ordering 25+ copies of the same publication. 



Authorized Signature 



Date 



Title 



MAIL THIS FORM TO: 

CONTROL DATA CORPORATION 
LITERATURE AND DISTRIBUTION SERVICES 
4201 Lexington Avenue North 
St. Paul, MN 55126-6198 
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CUSTOMER ORDERING PROCEDURES 



ORDERING 

Mail your Purchase Order or Prepaid Customer Order Form along with 
payment (check or money order) to: 

Control Data Corporation 
Literature and Distribution Services 
4201 Lexington Avenue North 
St. Paul, MN 55126-6198 

COD and Purchase Orders may be phoned in on 612-482-3801. A purchase 
order must follow confirming the phone order and marked CONFIRMING - 
DO NOT DUPLICATE. 

PAYMENT 

o The minimum amount for you to be invoiced is $50. If your order 
does not meet the $50 minimum, please submit the order with a check 
or money order for the amount of the order, plus your state and 
local sales tax. Orders may also be shipped COD. 

o For orders over $50, please submit a Purchase Order. 

o All prices are subject to your local and state sales tax. If you 
have a tax exempt number, please include it in your order. 

o Terms are net 30 days, with an established credit account. If an 
account is not established, terms are cash in advance or COD. 

PRICING INFORMATION 

Prices contained in this catalog are for DOMESTIC CUSTOMERS only, and 
are subject to change without notice. 

o Discounts - A 10 percent discount is given when ordering 25 or more 
copies of the same publication. 

o Price Quotes - Available upon request and are valid for 30 days. 

o Return for Credit - Manuals which customers have ordered in excess 
of their needs, may be returned within 90 days of purchase, if the 
publications are still in an unused condition. IT IS IMPORTANT 
THAT YOU CONTACT AND RECEIVE FROM LDS WRITTEN APPROVAL BEFORE ANY 
MANUALS ARE RETURNED TO LDS. A restocking charge of 10 percent is 
assessed against all return to stock items. 

o Order Discrepancies - All order discrepancies MUST be reported 
within 30 days of receipt. 

SHIPPING 

All prices are FOB destination, prepaid and absorbed. Air freight 
will be invoiced as a separate item or sent freight collect. 
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TO 



>^/^K i-r-r^A>.i f^AT-A LITERATURE AND DISTRIBUTION SERVICES/ARHLDS 

CONTROL DAI A 4201 lexington ave. north 
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LITERATURE/FORMS REQUEST 



ST. PAUL, MINNESOTA 55126-6198 



ENTER EITHER CONTROL DATA OR FIRM NAME 


DEPARTMENT OR ATTENTION OF 


ROOM NO. 


FACILITY 


ADDRESS ^ 




CITY AND STATE 


ZIP CODE 


COUNTRY 



No. 


U 453202 






ORDERED BY 


DATE (MM/DDA'Y) 


DEPT. NO. f^ 


ACCOUNT NO. 


PROJECT NO. 


PHONE NUMBER/EXTENSION 


PURCHASE ORDER INFO. 


CORP 


COST CENTER 


ACCOUNT 


PROJECT 


MANAGER'S SIGNATURE 



ENTER COMPLETE ITEM INFORMATION BELOW IN NUMERICAL ORDER 


L. D. S. USE ONLY 




ITEM 
NO. 


FORM OR 
PUBLICATION NO. 


p 


RV 




CATALOG DESCRIPTION 
(INCLUDE PRODUCT DESIGNATION) 


UNIT 
PRICE 


EXTENDED 
COST 


^l 


QUANTITY 
REQUESTED 


UNIT 


QUANTITY 
SHIPPED 


BACK 
ORDER 


B 


1. 
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4 










5 
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4. 


























5. 


























6. 


























7. 


























8. 


























9. 


























10. 


























11. 


























12. 


























SPECIAL INSTRUCTIONS 

4 6 


TOTAL 




WE CERTIFY THIS INVOICE IS IN ALL 
RESPECTS CORRECT AND CONTAINS A T 
AND FULL STATEMENT OF THE VALUE: 


=1UE 


NOTE: IF A REVISION (RV) PACKET IS REQ'D RATHER THAN A MANUAL PLEASE INSERT A "P" IN 
THE FIELD MARKED P. ALSO, INSERT THE REVISION LEVEL IN THE FIELD MARKED RV FOR 
WHICH PACKET YOU REQUIRE (OA, AA, 01, ETC.) 




CDC/LDS DEPARTMENTAL MANAGER 


FORMS ONLY WILL BE AUTOMATICALLY BACK ORDERED - PLACE A "B" IN THE 
COLUMN MARKED "B" IF YOU WISH MANUALS OR BINDERS BACK ORDERED 


♦ VALUE FOR CUSTOMS PURPOSE 0NL1 


/: S 




AVA°LABL°e' ^^ORDER*^ wPthin °^ ORDER PROCESSING EXPLANATION CODE 

WEEKS. USE SEPARATE REOUISI- 2. BOOK FORM ONLY-REVISION 3. REORDER ITEM - THIS ITEM 4. UNKNOWN PUBLICA- 5. NOT YET AVAILABLE. NEW 
TION FOR EACH ITEM YOU ARE RE- PACKET NO LONGER AVAILABLE. NOT STOCKED AT LDS. CON- TION, ITEM NOT KNOWN ITEM CURRENTLY BEING DEVEL- 
ORDERING AND INDICATE ON RE- PACKET IS INCLUDED IN UP DATED TACT PERSON NOTED ON BY LDS & SOURCE NOT OPED. AVAILABILITY DATE UN- 
QUISmON "PREVIOUSLY ORDERED BOOK ONLY. REORDER COMPLETE ORDER. KNOWN. KNOWN AT THIS TIME. 
AND OUT OF STOCK." BOOK IF DESIRED. 



ROUTING: IN ACCORDANCE WITH CORPORATE TRAFFIC PROCEDURE MANUAL 



DATE FILLED 


DATE SHIPPED 


NO. PIECES 


FREIGHT ACCT. NO. 


SHIPPED VIA 


LITERATURE INPUT 


FILLED BY 


SHIPPED BY 


WEIGHT 


POSTAGE OR UPS CHG. 


BILL OF LADING NUMBER 


FORMS INPUT 



AA1 538-2 REV. 2flO CDC 



IV 



PRINTED IN U.S.A. 



CONTROL DATA PERSONNEL ORDERING PROCEDURES 



LPS ORDER FORM 

Use the Order Form (AA1538-2) shown on the preceding page. Complete 
the following steps as you fill out the form. 

1. Complete shipping address. 

2. Department, account and project numbers to be billed. 

3. Publications listed in numerical order. 

4. Revision packets for manuals are ordered by placing the 
publication number in the first column, the letter P in the column 
marked P, and the revision level needed in the column marked RV. 
If the revision packet is not available and the manual may be 
substituted, enter BOOKFORM ACCEPTABLE under special instructions. 

5. Indicate items to be backordered with a B in the B column. 

6. Indicate special shipping instructions, etc. 

INTERACTIVE ORDERING SERVICE ~ LOIS 

The Literature Order Interactive System (LOIS) has been developed to 
allow users to order and query items stocked by LDS . The LOIS System 
can be used by all international and domestic Control Data employees. 

This system operates on NOS 2 and can be accessed by a CDC 721/722 
terminal or an IBM compatible PC. 

Our user guide instructs you in the Query Procedure and the LOIS 
Interactive Order Procedure. If you would like a copy of our user 
guide, please call the LOIS coordinator at LDS. The LOIS help line is 
612-482-3802 or C/N 235-3802. 

PHONE ORDERS /RUSH ORDERS 

NO PHONE ORDERS WILL BE ACCEPTED FROM THE MINNEAPOLIS/ST. PAUL AREA. 

All orders placed by phone, fax, or CDCMAIL will be considered a rush 
order. Any orders that are mailed to LDS and the originator has 
marked as "RUSH" or "ASAP" will also be considered a rush order. 

RUSH ORDERS WILL BE CHARGED A $25.00 EXPEDITE FEE, plus the air 
freight costs. Rush orders will be shipped air second day delivery 
unless overnight delivery is specified. 

RETURN TO STOCK 

LDS reserves the right to refuse any publications that are being 
returned for credit, with the exception of manuals shipped in error 
by LDS. 



Publications that are unused and at the current revision level stocked 
by LDS may be returned only after prior approval has been given. A 
copy of the original packing slip MUST be included with the returned 
items . 



LIST OF MOST FREQUENTLY USED ABBREVIATIONS 



CE 

GD 

HB 

HMM 

HRM/CE 

HR/MM 

HRM 

IHB 

PIM 

RM 

SPM 

TSG 

UG 

W/L 



- Customer Engineering Manual 

- Guide 

- Handbook 

- Hardware Maintenance Manual 

- Hardware Reference Manual/Customer Engineering 

- Hardware Reference/Maintenance Manual 

- Hardware Reference Manual 

- Installation Handbook 

- Parts Identification Manual 

- Reference Manual 

- Site Preparation Manual 

- Troubleshooting Guide 

- User Guide 

- Wire List 



NOTE 

GF in front of a publication number means the publication is in 
microfiche form. 

WB in binding column means price includes binder. 

* in price column means the publication is printed on demand. 
Please call for a price quote. 
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CONTROL DATA 4000 SERIES 
COMPUTER SYSTEMS DOCUMENTATION 



Catalog Description 



CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 

Fiche Publ No. Rev Bind Price 



HARDWARE DOCUMENTATION 

COMPUTER SYSTEMS 

4320/4330 TECHNICAL REFERENCE 

4320 INSTALLATION GUIDE 

4330 INSTALLATION GUIDE 

4340 COMPUTER TECHNICAL REFERENCE 

4360 COMPUTER TECHNICAL REFERENCE 

4360-30X COMPUTER TECHNICAL REFERENCE 

4360-30X SITE PREPARATION AND INSTALLATION 

4380 COMPUTER TECHNICAL REFERENCE 

4680 COMPUTER TECHNICAL REFERENCE 

4680 SITE PREPARATION AND INSTALLATION 

MIPS RISC ARCHITECTURE 

PERIPHERALS AND OPTIONS 

OPTIONAL PRODUCTS INSTALLATION GUIDES DIRECTORY 

HORIZON 240V-4360 COMMUNICATIONS PROCESSOR INSTALLATION PROCEDURE 
HORIZON 240V-4380 COMMUNICATIONS PROCESSOR INSTALLATION PROCEDURE 

512K SCSI INTERFACE USER MANUAL 

19714-1 EXPRESS LINK OPTION FOR 4360 COMPUTER INSTALLATION PROC . 
19714-2 EXPRESS LINK OPTION FOR 4680 COMPUTER INSTALLATION PROC . 

40400-8 SERIAL I/O CABLE INSTALLATION GUIDE 

41002-M PERIPHERAL EXPANSION CABINET INSTALLATION GUIDE 

41006 VME EXPANSION CABINET INSTALLATION GUIDE 

44105 & 44106 MEMORY INCREMENTS INSTALLATION GUIDE 

44313-M & 44314-M SMD CONTROLLER OPTIONS FOR 4680 INSTALL GUIDE . 
46031 DISK DRIVE FOR 41001 EXPANSION CABINET INSTALLATION GUIDE , 
46031-A2 663 MB SCSI EXPANSION DISK DRIVE OPTION INSTALL GUIDE .. 

46031-Bl DISK DRIVE FOR 4360 INSTALLATION GUIDE 

46031-B2 663 MB SCSI BOOT DISK DRIVE OPTION INSTALLATION GUIDE .. 

46031-E SCSI ADD-ON DISK DRIVE OPTION INSTALLATION GUIDE 

4603 1-L DISK DRIVE FOR 4360 INSTALLATION GUIDE 

46031-N DISK DRIVE FOR 41010 EXPANSION CABINET INSTALL GUIDE 

46141 DISK DRIVE FOR 41001 EXPANSION CABINET INSTALL GUIDE 

46141-A2 1GB SCSI EXPANSION DISK DRIVE OPTION INSTALL GUIDE 

46141-Bl DISK DRIVE FOR 4360 INSTALLATION GUIDE 

46141-B2 1GB SCSI BOOT DISK DRIVE OPTION INSTALLATION GUIDE 

46141-E SCSI ADD-ON DISK DRIVE OPTION INSTALLATION GUIDE 

46141-L DISK DRIVE FOR 4360 INSTALLATION GUIDE 

46141-N DISK DRIVE FOR 41010 EXPANSION CABINET INSTALL GUIDE 

47000-1 SCSI DIFFERENTIAL CONTROLLER OPTION FOR 4360 INSTALL PROC 
47000-2 SCSI DIFFERENTIAL CONTROLLER OPTION FOR 4380 INSTALL PROC 
47000-3 SCSI DIFFERENTIAL CONTROLLER OPTION FOR 4680 INSTALL PROC 
47002-1 SCSI SINGLE-ENDED CONTROLLER OPTION FOR 4360 INSTALL PROC 
47002-2 SCSI SINGLE-ENDED CONTROLLER OPTION FOR 4380 INSTALL PROC 
47002-3 SCSI SINGLE-ENDED CONTROLLER OPTION FOR 4680 INSTALL PROC 
47006-1 PERTEC TAPE CONTROLLER BOARD OPTION FOR 4360 INSTALL GD . 
47006-2 PERTEC TAPE CONTROLLER BOARD OPTION FOR 4380 INSTALL GD . 



62940692 B 

62940693 B 

62940694 A 
62940680 A 
62940682 B 
62940698 A 
62940699 
62940684 
62940686 
62940687 
62940688 



62940900 G 

62940901 A 

62940902 A 
62940832 A 

62940903 A 
62940913 
62940980 
62940946 
62940937 
62940930 
62940911 
62940920 B 

62940931 A 

62940924 B 

62940927 B 
62940923 A 

62940918 B 

62940916 B 
62940929 B 

62940932 A 

62940925 B 

62940928 B 

62940926 A 

62940919 B 

62940917 B 
62940904 
62940905 
62940906 
62940907 
62940908 
62940909 
62940914 
62940933 



30.00 
10.00 
10.00 
30.00 
16.00 
15.00 
10.00 
30.00 
15.00 
6.00 
16.00 



2.00 
2.00 
2.00 
10.00 
2.00 



00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
00 
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CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 
Catalog Description Fiche Publ No. Rev Bind Price 

47006-3 PERTEC TAPE CONTROLLER BOARD OPTION FOR 4680 INSTALL GD . 
47010-1 SCSI DISK EXPANSION MODULE & CONVERSION KIT OPT INSTALL . 

47100 CARTRIDGE TAPE MAINTENANCE MANUAL 

47100-X CARTRIDGE TAPE SUBSYSTEM INSTALLATION GUIDE 

47200 STREAMING TAPE SUBSYSTEM INSTALLATION GUIDE 

47200 STREAMER SERVICING MANUAL 

47200 STREAMER USER/DIAGNOSTIC MANUAL 

47200-3 STREAMING TAPE SUBSYSTEM INSTALLATION GUIDE 

4740X-X DISK SUBSYSTEM/REMOVABLE DISK CANISTER INSTALL GUIDE 

475XX-M SABRE V DISK DRIVE FOR 4680 INSTALLATION GUIDE 

48001-1 I/O ADAPTER INSTALLATION GUIDE 

48002-1 EXPANSION BUS ADAPTER INSTALLATION GUIDE 



62940934 


A 


2, 


.00 


62940922 


B 


2, 


.00 


62940821 


A 


55, 


.00 


62940820 


A 


2, 


.00 


62940912 


A 


2 


.00 


62940831 


A 


15, 


.00 


62940830 


A 


15, 


.00 


62940945 


A 


2, 


.00 


62940921 


A 


3 


.00 


62940910 


B 


3, 


.00 


62940935 


A 


2, 


.00 


62940936 


A 


3, 


.00 
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Catalog Description 



CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 

Fiche Publ No. Rev Bind Price 



SYSTEM SOFTWARE DOCUMENTATION 

EP/IX SYSTEM SOFTWARE MANUAL KIT (includes 8 manuals listed below) 

EP/IX NETWORK ADMINISTRATOR'S GUIDE (2 VOLUMES) 

EP/IX PROGRAMMER ' S GUIDE ( 2 VOLUMES ) 

EP/IX PROGRAMMER ' S REFERENCE ( 2 VOLUMES ) 

EP/IX STREAMS PRIMER AND PROGRAMMER'S GUIDE 

EP/IX SYSTEM ADMINISTRATOR'S GUIDE 

EP/IX SYSTEM ADMINISTRATOR'S REFERENCE MANUAL 

EP/IX USER'S GUIDE 

EP/IX USER ' S REFERENCE . 

EP/IX DEVICE DRIVERS GUIDE 

EP/IX SORT USERS MANUAL 

EASYBENCH USERS GUIDE 

FILEVIEW USERS GUIDE 

NOS AND NOS/BE TO EP/IX MIGRATION USERS MANUAL 

EZVIEW TUTORIAL 

EZVIEW USERS GUIDE 

RISCWINDOWS MANUAL KIT, Release 4 (includes 5 manuals below) 

MIPS VISUAL DEBUGGER GUIDE 

MOTIF PROGRAMMER'S GUIDE VOL.3 

RISCWINDOWS PSVIEW USERS GUIDE 

RISCWINDOWS USERS SET-UP GUIDE 

XWINDOW SYSTEM USERS GUIDE (MOTIF EDITION VOL.3) 



62940840 


C 


619, 


.00 


62940702 


A 


75, 


.00 


62940690 


A 


72, 


.00 


62940695 


B 


130, 


.00 


62940730 


A 


39, 


.00 


62940700 


B 


45, 


.00 


62940708 


B 


75, 


.00 


62940738 


A 


47, 


.00 


62940740 


B 


99, 


.00 


62940795 


A 


8, 


.00 


60487006 


A 


28, 


.00 


60487010 


A 


6, 


.00 


60487011 


A 


10, 


.00 


60487001 


A 


24, 


.00 


60000569 


A 


3, 


.00 


60000563 


B 


11, 


.00 


62940755 


B 


136, 


.00 


62940758 


A 


7, 


.00 


62940747 


A 


27. 


,00 


62940756 


A 


6. 


.00 


62940757 


A 


6. 


,00 


62940746 


A 


44. 


.00 
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CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 
Catalog Description Fiche Publ No. Rev Bind Price 

COMPILER AND LANGUAGES DOCUMENTATION 

PROGRAMMER'S MANUAL KIT (includes 3 manuals listed below) 

ASSEMBLY LANGUAGE PROGRAMMER'S GUIDE 

COMPILER AND C PROGRAMMER' S GUIDE 

COMPILER PORTING GUIDE 

ADA PROGRAMMER ' S GUIDE 

FORTRAN PROGRAMMER'S GUIDE AND LANGUAGE REFERENCE MANUAL 

PASCAL PROGRAMMER ' S GUIDE 



62940842 


A 


75, 


.00 


62940764 


A 


15, 


.00 


62940766 


A 


17, 


.00 


62940768 


B 


8. 


.00 


62940784 


B 


44, 


.00 


62940786 


A 


31 


.00 


62940790 


A 


13, 


.00 
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Catalog Description 



CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 

Fiche Publ No. Rev Bind Price 



APPLICATIONS AND PRODUCT SETS DOCUMENTATION 

AUTOMATED WORKSTATION BACKUP SYSTEM OPERATIONS MANUAL 

AUTOMATED WORKSTATION BACKUP SYSTEM USERS GUIDE 

CONTROL DATA 4000 SERIES APPLICATIONS DIRECTORY (3/91 ) 

BASISPLUS FOR EP/IX 

DOCUMENTATION GUIDE FOR BASISPLUS (11/28/90) 

BASISPLUS COMMAND PROCEDURES 

BASISPLUS COMMAND SYNTAX SUMMARY 

BASISPLUS DATABASE ADMINISTRATION GUIDE 

BASISPLUS DATABASE ADMINISTRATION REFERENCE 

BASISPLUS/EXPRESS VOL. 1 RETRIEVAL AND UPDATE 

BASISPLUS/EXPRESS VOL. 2 DATABASE DEFINITION 

BASISPLUS/EXPRESS-W 

BASISPLUS INTERACTIVE FQM COMMANDS 

BASISPLUS INTERACTIVE FQM QUICK REFERENCE 

BASISPLUS MARKUP & STYLE GUIDE 

BASISPLUS MASTER INDEX 

BASISPLUS MESSAGE FOR UNIX/SVID 

BASISPLUS PROGRAMMING VOL. 1 CONVENTIONAL RECORDS 

BASISPLUS PROGRAMMING VOL.2 DOCUMENT HANDLER INTERFACE 

BASISPLUS REPORTS 

BASISPLUS SCREENS 

BASISPLUS SYSTEM ADMINISTRATION FOR UNIX/SVID 

BASISPLUS THESAURUS 

BASISPLUS UTILITIES MANUAL FOR UNIX/SVID 

MICROFOCUS COBOL 

MICROFOCUS COBOL/2 USAGE ( 4 VOLUMES ) 

MICROFOCUS SOURCEWRITER USAGE , 

ORACLE VERSION 6.0 FOR EP/IX 

DOCUMENTATION GUIDE FOR ORACLE (8/15/90) 

ORACLE FOR CONTROL DATA 4000 SERIES INSTALLATION & USERS GD V6 . , 

ADVANCED SQL*FORMS TECHNIQUES VER . 3.0 

BUILDING REPORTS WITH SQL*REPORTWRITER VER. 1.1 , 

CASE*DESIGNER MESSAGES VER . 1.0 , 

CASE*DESIGNER USERS GUIDE & TUTORIAL VER . 1.0 

CASE*DICTIONARY MESSAGES VER . 4.1 , 

CASE*DICTIONARY TUTORIAL VER . 4.1 

CASE*DICTIONARY USERS GUIDE & REFERENCE VER. 4.1 

CASE* GENERATOR FOR SQL*FORMS REFERENCE & TUTORIAL VER. 1.0 

DATABASE ADMINISTRATORS GUIDE VER . 6.0 

ERROR MESSAGES & CODES MANUAL VER . 6.0 

INTRODUCTION TO SQL*CALC VER . 1.1 

INTRODUCTION TO SQL«REPORTWRITER VER . 1.1 

PL/SQL USERS GUIDE & REFERENCE VER. 1.0 

PRO*C SUPPLEMENT TO THE ORACLE PRECOMPILERS GUIDE VER. 1.3 

PRO*COBOL SUPPLEMENT TO THE ORACLE PRECOMPILERS GUIDE VER. 1.3 .. 



62940828 


A 




6 


.00 


62940829 


A 




4 


.00 


60000562 


04 




48 


.00 


60487821 


A 




1 


.00 


60487810 


A 


WB 


40 


.00 


60487807 


A 




13 


.00 


60487800 


A 


WB 


40 


.00 


60487801 


A 


WB 


40 


.00 


60487802 


A 


WB 


22 


.00 


60487803 


A 


WB 


22 


.00 


60487804 


A 


WB 


22 


.00 


60487805 


A 


WB 


40 


.00 


60487806 


A 




9, 


.00 


60487812 


A 


WB 


18 


.00 


60487811 


A 


WB 


17, 


.00 


60487813 


A 


WB 


31 


.00 


60487808 


A 


WB 


35, 


.00 


60487809 


A 


WB 


35 


.00 


60487814 


A 


WB 


31, 


.00 


60487815 


A 


WB 


35, 


.00 


60487816 


A 


WB 


31, 


.00 


60487817 


A 


WB 


27, 


.00 


60487818 


A 


WB 


40, 


.00 


60486923 


A 




436, 


.00 


60486924 


A 




94, 


.00 


60488052 


B 




2, 


.00 


60488015 


A 




42. 


,00 


60488056 


A 




35, 


.00 


60488049 


A 




36. 


,00 


60488038 


A 




23. 


,00 


60488039 


A 




63. 


,00 


60488035 


A 




23. 


,00 


60488036 


A 




45. 


.00 


60488037 


A 




57. 


,00 


60488040 


A 




34. 


,00 


41621233 


D 




66. 


,00 


41621236 


C 




23. 


00 


60488034 


A 




18. 


,00 


60488048 


A 




18. 


00 


60488031 


A 




57. 


,00 


60488047 


A 




23. 


00 


60488045 


A 




23. 


00 
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CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 

Fiche Publ No. Rev Bind Price 



PRO»FORTRAN SUPPLEMENT TO THE ORACLE PRECOMPILERS GUIDE VER . 1.3 

PROGRAMMATIC INTERFACES ADDENDUM VER. 1.3 

PROGRAMMERS GUIDE TO THE ORACLE CALL INTERFACES VER . 6.0 

PROGRAMMERS GUIDE TO THE ORACLE PRECOMPILERS VER. 1.3 

RDBMS PERFORMANCE TUNING GUIDE VER. 6.0 

SQL*CALC USERS GUIDE VER . 1.2 

SQL*FORMS DESIGNERS QUICK REFERENCE VER. 2.3 

SQL*FORMS DESIGNERS QUICK REFERENCE VER. 3.0 

SQL*FORMS DESIGNERS REFERENCE VER. 2.0 

SQL*FORMS DESIGNERS REFERENCE VER . 3.0 

SQL*FORMS DESIGNERS TUTORIAL VER . 2.3 

SQL*FORMS DESIGNERS TUTORIAL VER . 3.0 

SQL*FORMS DOCUMENTATION ADDENDUM VER. 2.3 

SQL*FORMS OPERATORS GUIDE VER . 2.3 

SQL*FORMS OPERATORS GUIDE VER . 3.0 

SQL*FORMS OPERATORS QUICK REFERENCE VER. 2.3 

SQL*FORMS OPERATORS QUICK REFERENCE VER. 3.0 

SQL*FORMS & SQL*MENU DESIGNERS KEYBOARD LAYOUT VER. 3.0 

SQL LANGUAGE QUICK REFERENCE VER, 6.0 

SQL LANGUAGE REFERENCE VER . 6.0 , 

SQL*LOADER USERS GUIDE VER . 1.0 

SQL*MENU DESIGNERS QUICK REFERENCE VER. 6.0 

SQL*MENU USERS GUIDE VER . 4.1 

SQL*NET ASYNCHRONOUS USERS GUIDE VER. 1.2 . , 

SQL*NET TCP/IP USERS GUIDE VER. 1.2 , 

SQL*PLUS USERS GUIDE & REFERENCE VER. 3.0 

SQL*REPORT ADDENDUM VER . 1.1 

SQL*REPORT USERS GUIDE VER . 1.0 

SQL*REPORTWRITER KEY MAPPING CARD SET VER. 1.1 

SQL*REPORTWRITER REFERENCE VER. 1.1 , 

TERMINAL USERS GUIDE VER . 1.0 

UTILITIES USERS GUIDE VER . 6.0 

OTHER APPLICATIONS 

DOCUMENTER ' S WORKBENCH ( DWB ) REFERENCE ( 2 VOLUMES ) 

IM/ACCESS REFERENCE MANUAL , 

IM/ACCESS USER GUIDE 



60488046 


A 


23, 


.00 


60488030 


A 


18, 


.00 


60488044 


A 


45, 


.00 


60488043 


A 


45, 


.00 


60488033 


A 


35, 


.00 


41619074 


A 


44, 


.00 


41621255 


B 


14, 


.00 


41621255 


C 


14, 


.00 


41621249 


A 


59, 


.00 


41621249 


B 


59, 


.00 


41621248 


B 


45, 


.00 


41621248 


C 


45, 


.00 


60488026 


A 


18, 


.00 


41621247 


B 


45. 


.00 


41621247 


C 


45, 


.00 


41621254 


B 


14. 


,00 


41621254 


C 


14, 


.00 


60488055 


A 


9, 


.00 


60488057 


A 


14, 


.00 


60488032 


A 


61. 


,00 


60488028 


A 


45, 


.00 


60488050 


A 


14. 


.00 


41619079 


A 


57, 


.00 


60488022 


A 


45. 


,00 


60488041 


A 


44, 


.00 


60488024 


A 


57. 


,00 


60488027 


A 


7, 


.00 


41619081 


A 


45. 


.00 


60488053 


A 


9, 


,00 


60488021 


A 


63. 


,00 


60488054 


A 


44, 


.00 


41621234 


C 


45. 


,00 


62940774 


A 


90. 


,00 


60000570 


A 


16. 


,00 


60000571 


A 


5. 


,00 
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CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 

Catalog Description Fiche Publ No. Rev Bind Price 

MISCELLANEOUS 

BINDERS 

1" 4000 SERIES BINDER 60000545 7 . 00 

1-1/2" 4000 SERIES BINDER 60000546 10.00 

2" 4000 SERIES BINDER 60000547 11.00 
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HARDWARE MANUALS 
{Listed by Equipment Number) 



Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



AA107-A CENTRAL COMPUTER (USE CYBER 170 MODELS 171-174) 

AA109-A/B (AA135-A) COMMUNICATIONS CONTROLLER 

FIELD PRINT PACKAGE 



60475150 B 



03 



57.00 



AAllO 
AA115 
AA120 
AA120 
AA120 
AA120 
AA120 
AA131 
AA131 
AA146 
AA146 
AA147 



A CENTRAL COMPUTER (USE CYBER 1 
A COMPUTER SYSTEMS (USE CYBER 1 
A CENTRAL COMPUTER (USE CYBER 1 
B CENTRAL COMPUTER (USE CYBER 1 
C CENTRAL COMPUTER (USE CYBER 1 
D CENTRAL COMPUTER (USE CYBER 1 
CENTRAL COMPUTER (USE CYBER 1 
B/C CENTRAL COMPUTER (USE CYBER 
D CENTRAL COMPUTER (USE CYBER 1 
A CENTRAL COMPUTER (USE CYBER 1 
B CENTRAL COMPUTER (USE CYBER 1 
A CENTRAL COMPUTER (USE CYBER 1 



-E 



■855) 



70 MODEL 176) 

70/180 MODELS 835- 

70 MODEL 175) 

70 MODELS 171-175) 

70 MODEL 175) 

70 MODELS 740,750,760) 

70 MODELS 865,875) 

170 MODELS 171-174) 
70 MODELS 720,730) 
70 MODELS 815,825) 
70/180 MODEL 815) 
70 MODEL 176) 



AA155-B QSE DUAL BASIC PROCESSOR SYSTEM 
HR/MM 



AA161-A CENTRAL COMPUTER (USE CYBER 180 MODELS 810,830) 

AA161-B MAINFRAME (USE CYBER 170 MODELS 815S,825S) 

AA177-A/B CENTRAL SYSTEM (USE CYBER 930) 

AA179-A COMPUTER SYSTEM (USE CYBER 180 MODELS 65810,65830) 

AA180-A CENTRAL SYSTEM (USE CYBER 930) 

AB115-A COMPUTER SYSTEM (USE CYBER 170 MODELS 835-855) 

AD112-A CENTRAL COMPUTER (USE CYBER 170 MODELS 815-875) 

AD112-B CENTRAL COMPUTER (USE CYBER 170/180 MODELS 845/855) 

AD112-C CENTRAL COMPUTER (USE CYBER 180 MODELS 840A , 850A, 860A , 870A ) 

AD112-S CENTRAL COMPUTER (USE CYBER 180 MODELS 840S , 845S , 855S ) 

AD113-A CENTRAL COMPUTER (USE CYBER 180 MODELS 840A-860A, 845S , 855S ) 

AD115-A CENTRAL COMPUTER (USE CYBER 180 MODEL 990) 

AD115-A/116-A CENTRAL COMPUTER (USE CYBER 180 MODEL 990) 

AD115-B CENTRAL COMPUTER (USE CYBER 180 MODELS 990E,995E) 

AD115-C/D (USE CYBER 992/994 COMPUTER SYSTEM) 

AD116-B (USE CYBER 992/994 COMPUTER SYSTEM) 

AD118-A CYBERPLUS PARALLEL PROCESSOR SYSTEM 

CP/CM LOGIC DIAGRAM SYMBOLS ( 2 VOLS ) 

POWER DIST/WARNING SYSTEM HMM 

POWER DIST/WARNING SYSTEM W/L HMM GF 

SYSTEM POWER MONITOR (SPM) TROUBLESHOOTING GUIDE 

WATER COOLING SYSTEM HMM 

AD125-A/B MAINFRAME UPGRADE (USE CYBER 930) 

AE127-A (65325) MATRIX ALGORITHM PROCESSOR (MAP) IV & RELATED EQUIP 
FIELD MAINTENANCE 

AT478-A (AT481-A,AT482-A,AT490) lOU (USE CYBER 99X) 



60476030 D 



03 



12.00 



60458120 


F 


03 


81, 


.00 


60461620 


R 


03 


42, 


.00 


60461890 


D 




14, 


.00 


60463510 


D 


03 


13, 


.00 


60461610 


M 


03 


30, 


.00 



60459900 E 



03 
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Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



AT478-B lOU (USE CYBER 99X) 
AT481-A INPUT/OUTPUT UNIT (USE AT478-A) 
AT481-B lOU (USE CYBER 99X) 
AT482-A INPUT/OUTPUT UNIT (USE AT478-A) 
AT489-A/B INPUT/OUTPUT CLUSTER (USE CYBER 930) 
AT490 INPUT/OUTPUT UNIT (USE AT478-A) 
AT503-A CABLE ASSEMBLY (USE CYBER 930) 
AT504-A TAPE ADAPTER CABLE SET (USE CYBER 930) 
AT505-A CABLE ASSEMBLY (USE CYBER 930) 
AT506-A/B PROCESSOR OPTION (USE CYBER 930) 
AT507-A/B PROCESSOR OPTION (USE CYBER 930) 
AT511-A/AT512-A/AT513-A lOU (USE CYBER 99X) 
AT517-A CHANNEL CONVERTER (USE CYBER 930) 
AT518-A CHANNEL CONVERTER (USE CYBER 930) 
AT519-A SPECIAL CABLE ADAPTER (USE CYBER 930) 
AT520-A CHANNEL CONVERTER (USE CYBER 930) 
AT521-A CHANNEL CONVERTER (USE CYBER 930) 
AT524-A CPU INCREMENT (USE CYBER 930) 
AT526-A INPUT/OUTPUT CLUSTER (USE CYBER 930) 
AT527-A/B PROCESSOR OPTION (USE CYBER 930) 
AT528-A/B PROCESSOR OPTION (USE CYBER 930) 
AT531-A/B CONSOLE ACCESSORY KIT (USE CYBER 930) 

BE604-A (BF706-A, 7990-11/12, 7991-11/12) TAPE STORAGE SUBSYSTEM 

DIAGNOSTIC MANUAL 

ILLUSTRATED PARTS (BE604-A) 

ILLUSTRATED PARTS (BF706-A) 

INSTALLATION 

LOGIC MANUAL ( BF706-A ) 

MAINTENANCE 

MAINTENANCE GUIDE 

SUBSYSTEM REFERENCE (7990-11/12,7991-11/12) 

ACCESSOR THEORY OF OPERATION (BE604-A) 

THEORY OF OPERATION (BF706-A) . , 

BE818-A (10593-1) DATA RECORDING DEVICE 

LOGIC MODULE 

THEORY OF OPERATION 

BF404-A/B TAPE CABINET (USE CYBER 930) 
BF405-A/B TAPE/DISK CABINET (USE CYBER 930) 
BF706-A STORAGE CONTROL (USE BE604-A) 

BF801-A (10591-1) DATA RECORDING CONTROLLER 

LOGIC MODULE 

THEORY OF OPERATION 

BJ402-A/B (BJ701-A/B/J/K,BZ403-A/B,FA727-D,GB138-A,GB14 5-A/B, 
1833-1/2/3/6/11/31,1867-1/2/3/4/5/10/40) STORAGE MODULE DRIVE 
FIELD REPAIR GUIDE 



60460990 


B 


03 


9, 


.00 


60461020 


A 


03 


12. 


.00 


60461050 


A 


03 


* 




60461760 


A 


03 


8, 


.00 


60461060 


A 


03 


t 




60461000 


A 


03 


25, 


.00 


60462010 


F 


03 


16. 


.00 


60462000 


D 


03 


* 




60461770 


A 


03 


28, 


.00 


60461030 


A 


03 


20, 


.00 


60461080 


A 


06 


* 




60461040 


A 


03 


12, 


.00 



60461070 


A 


06 


60461010 


A 


03 


60475051 


J 


03 



9.00 
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Cat^alog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



60000191 C 

60000187 B 03 

60000189 D 06 

60000229 B 



49767700 AM 03 

49767600 F 03 

49767800 AV 03 

49767500 K 03 



49754000 S 03 
49754102 A 03 
49754002 D 03 



9.00 
31.00 
23.00 

7.00 



BR803 FLEXIBLE DISK DRIVE CONTROLLER (USE FA730-A) 

BR803 (FA730,GD130,GD308) FLEXIBLE DISK DRIVE SUBSYSTEM 

HMM 60475010 F 03 4.00 

BR810-A/B PLATO SECONDARY FLEXIBLE DISK DRIVE (USE FA501-A/B/C/D ) 
BS175-A (BS176-A) CENTRAL MEMORY (USE CYBER 170 MODEL 875) 
BS190-A CENTRAL COMPUTER (USE CYBER 170 MODELS 865,875) 
BS220-A CENTRAL STORAGE UNIT (USE CYBER 200 MODEL 205) 
BS225-A MEMORY INCREMENT (USE CYBER 930) 
BS229-A/B MEMORY INCREMENT (USE CYBER 930) 

BS231-A (5380-100, 5380-170, BT481-A) STORNET SUBSYSTEM (SNSS) 

BACKPANEL LISTINGS HMM GF 

HMM VOL.1 (GEN DESC, INSTALL/CHECKOUT, MAINT, PARTS DATA,W/L) 

HMM VOL . 2 (DIAGRAMS ) 

LOGIC MODULE SCHEMATICS GF 

BS234-A MEMORY INCREMENT (USE CYBER 930) 

BT481-A LOW SPEED PORT UPGRADE (USE BS23 1-A , 5380-170 ) 

BU240/241/242/243/244/245/246/247/GH249-A ESM (USE 7040-100/200) 

BWIOI-A (BW303-A,BW812-A,FA107-A, 1860-1/2,1860-3/4) MAGNETIC TAPE 
TRANSPORT (NRZI) SUBSYSTEM 
FIELD REPAIR GUIDE 60475041 E 03 

BW2XX/4XX/8XX/9XX ATS (CDC) 

HARDWARE FIELD SERVICE MANUAL ( 2 VOLS ) 

OPERATOR GUIDE 

PARTS 

REFERENCE 

BW303-A MAGNETIC TAPE TRANSPORT 9-TRACK (USE BWIOI-A) 

BW4AX/4BX (BY4AX/4BX) SPIRIT 

TRANSPORT FIELD SERVICE MANUAL . 

UNIVERSAL FORMATTER FIELD SERVICE MANUAL 

UNIVERSAL TRANSPORT FIELD SERVICE MANUAL 

BW812-A MAGNETIC TAPE TRANSPORT 7 -TRACK (USE BWIOI-A) 

BY4AX/4BX SPIRIT (USE BW4AX/4BX) 

BZ202-A DISK CABINET (USE CYBER 9 30) 

CA150 (CA153,CA154) KEYBOARDS (USE FJ441-A) 

CC545-C/D/E/F CYBER 170 DISPLAY STATION 

HRM/CE GF 62952600 T * 

CC545-G/H CYBER 170 DISPLAY STATION 

HRM/CE 62940018 G 03 28.00 

CC595-A/B/C/D CONSOLE (USE CYBER 930) 



6.00 



44.00 

2.00 

38.00 

12.00 



43.00 
25.00 
34.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



CC598-A/B CONSOLE (USE CYBER 19003 SYSTEM CONSOLE) 
CC598-C NMS CONSOLE (USE 380-51) 

CC599 CONSOLE (18002-3,19002-11,19002-12) 

MAINTENANCE GUIDE 

OPERATORS GUIDE (18002-3 ) 

CC599-A/B CONSOLE (USE CYBER 930) 

CC628 KEYBOARD DISPLAY TERMINAL (USE FJ441-A) 

CC628-A/B DISPLAY TERMINAL (USE 722-10) 

CC63X (CC634-A/B,CC638-A/B) DISPLAY TERMINAL 

HMM (REPAIR CENTER INFORMATION) 

HMM (SERVICE CENTER & ON-SITE INFORMATION) 

CC634-A/CC638-A DISPLAY TERMINAL WITH YR109-A (USE 721,721-XO) 
CC634-B/CC638-B ENHANCED DISPLAY TERMINAL (USE 721) 

CF519-A/B (CF520-A/B, 65214-1, 65214-2) CARD PUNCH 

MACHINE MANUAL 

CK130-A/B MATRIX PRINTER (USE 9334) 
CK208/209 LETTER QUALITY PRINTER (USE 727-40/55) 
CK210 SERIAL GRAPHICS PRINTER (USE 726-20) 
CL114-A/B/C NONIMPACT CHARACTER PRINTER (USE 753) 

CL607-A/B (XA262-A, 40003-208/209) GRAPHIC PRINTER 

HMM 

OPERATOR GUIDE/REFERENCE 

CL913-B TICKET PRINTER 

FIELD SERVICE & REFERENCE 

CTIAI-Y/Z (CT1A6-W/Y,CT1H6-B,CT1H7-D/E) LINE PRINTER EQUIPMENT 

PARTS IDENTIFICATION ( CT107A, CT108A, CTlAl ,CT1A6 , 9383/9386 ) GF 

CT1A6-W/Y LINE PRINTER EQUIPMENT (USE CTIAI-Y/Z) 

CT1D7 (CT1D8,CT1J1-B,CT1J2-B,CT1F4) LINE PRINTER EQUIPMENT (2200 
COMPATIBLE INTERFACE) 
PARTS IDENTIFICATION (CT1D7 , CT1D8 , CTIJI-B, CT1J2-B) 

CT1F4 LINE PRINTER EQUIPMENT (USE CT1D7) 
CT1H6-B/CT1H7-D/E LINE PRINTER EQUIPMENT (USE CTIAI-Y/Z) 

CT103-A/B (CT105-A/B,CT106-A) LINE PRINTER EQUIPMENT 

FIELD SERVICE MANUAL 

PARTS IDENTIFICATION ( CT103-A/B, CT105-A/B) GF 

PREPARATION & INSTRUCTION GF 

CT104-A (1827-7) MATRIX PRINTER (USE FJ441-A) 



60469580 A 
60469455 A 



62940037 L 
62940034 M 



60475680 A 



03 



03 
03 



03 



95445066 Y 



95445083 AC 03 



5.00 
4.00 



15.00 



5.00 



62949900 J 03 * 
62949200 D 03 « 



44677828 A 03 17.00 



28.00 



44677818 


W 


03 


* 


95445067 


AC 




9.00 


44677817 


M 




7.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



CT104-A/B/C/D/E (1827-7) MATRIX PRINTER EQUIPMENT 

FIELD SERVICE & REFERENCE 

PARTS IDENTIFICATION 

CT105-A/B LINE PRINTER EQUIPMENT (USE CT103-A/B) 
CT106-A LINE PRINTER EQUIPMENT (USE CT103-A/B) 
CT107-A BAND PRINTERS (USE 80450-10/20/30) 
CT107-A LINE PRINTER EQUIPMENT PIM (USE CTIAI-Y/Z) 
CT108-A BAND PRINTERS (USE 80450-10/20/30) 
CT108-A LINE PRINTER EQUIPMENT PIM (USE CTIAI-Y/Z) 
CTlll-A BAND PRINTERS (USE 80450-10/20/30) 

CT201-A (CT202-A/203-A/204-A/205-B/206-B) CDC BAND PRINTER (SER 1) 

HR/MM (CT201-A,CT202-A,CT203-A,CT204-A) 

MAINTENANCE (CT201-A,CT202-A, CT205-B, CT206-B ) 

OPERATORS (CT201-A,CT202-A,CT205-B,CT206-B) 

CT201-A (CT202-A,CT203-A,CT204-A) CDC BAND PRINTER CONTROLLERS WITH 
SERIES 1 INTERFACE 
HR/MM 

CT301-A/B/C/D/E (CT302-A/B/C/D/E ) LINEWRITER 400/800 

MAINTENANCE 

PARTS IDENTIFICATION 

SET UP & REFERENCE (CT301-A/B, CT302-B) 

SET UP & REFERENCE (CT301-C/E , CT302-C/E ) 

SET UP & REFERENCE (CT301-D , CT302-D) 

TECHNICAL MANUAL 

CT301-E 300 LPM BAND PRINTER (USE 553-1/556-1) 
CT302-E 600 LPM BAND PRINTER (USE 553-1/556-1) 

DC220-A/B/C (DC221-A/B/C) A/Q DSA ADAPTERS 

HR/MM 

DK106-A/B/C COMMUNICATIONS COUPLER 

HMM 

DU182-A SYNCHRONOUS BIT PROTOCOL COMMUNICAION LINE ADAPTER 

HMM 

DY162-A (YA225-A,YA224-A,YA227-A, 2563-1 )SYNCHRONOUS DATA LINK 
CONTROL COMMUNICATIONS LINE ADAPTER 
HMM 

DY180-A CYCLIC ENCODER 

HMM 

DY199-A MULTIPLEX LOOP INTERFACE ADAPTER 

HMM 



95445028 N 
95445027 U 



03 
03 



44684669 G 03 



22.00 
14.00 



44684673 K 03 14.00 
44684672 I 03 * 
44684675 H 03 * 



21.00 



44689032 


F 


03 


10, 


.00 


44689062 


D 


03 


21, 


.00 


44689053 


E 


03 


* 




44689037 


E 


03 


* 




44689059 


E 


03 


3, 


.00 


44689051 


D 


03 


* 





39392700 K 03 * 



74873946 K 03 14.00 



60470710 C 03 24.00 



74873290 K 03 13.00 



60472600 D 03 * 



74873976 C 03 17.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



DY200-A/B (DY197-A) LOOP MULTIPLEXER & CARD CAGE 

HMM , 

FA103-A/B/C (FA202-A/B/C/D/E/F,FV664-A, 7639-1 /2/21/22,STD OPTION 
10339-1/10424-1) MASS STORAGE CONTROLLERS 
LEVEL 2 HMM 

FA104-A TAPE CASSETTE CONTROLLER 

HR/MM 

FAlll-A (BR704,FA750-A/B, 1833-4) CARTRIDGE DISK DRIVE CONTROLLER 
HR/MM , 

FA165-A (7221-1) INTELLIGENT SMALL MAGNETIC TAPE (ISMT) ADAPTER 

HMM 

SUBSYSTEM REFERENCE 

FA168-A TAPE ADAPTER (USE CYBER 930) 

FA202-A/B/C/D/E/F (7639-1/2/21/22) MASS STORAGE CONTROLLER (USE 
FA103-A/B/C) 

FA205-A/B (FA722-A/B/C) DISK STORAGE CONTROLLER 

HMM VOL.2 (INSTALL & CHECKOUT, MAINT.DIAGS) 

HR/MM (USE FA710-A/B/C/D) 

FA211-A/B (FV662-A,FV670-A/B,FV671-A/B,7155) FIXED MODULE DRIVE 
CONTROLLER 
HMM ( 2 VOLS ) 

FA211-C (7155-401) FIXED MODULE DRIVE CONTROLLER 

HMM VOL.1 (GEN DESC, INSTALL & CHECKOUT, THEORY, D I AGS ,MAINT) 

HMM VOL.2 (PARTS DATA,W/L) , 

FA450-A/B/C/D (FA451-A/B/C/D, 7021-31/32 ) ADVANCED TAPE SUBSYSTEM 
CONTROLLER 

HMM VOL.1 (GEN DESC, INSTALL & CHECKOUT, THEORY, DI AGS ,MAINT) , 

HMM VOL.2 (PARTS DATA,W/L) 

TROUBLESHOOTING GUIDE (TTG-200 MAGNETIC TAPE TRANSPORT) 

FA464-A (FA465) MAGNETIC TAPE TRANSPORT CONTROLLER 

HR/MM , 

FA501 (BR810-A/B, 40003-200/203/204/205/206) ENG SVCS DIAGNOSTIC 
DISK FOR FLEXIBLE DISK SUBSYSTEM & CDCllO MICROCOMPUTER SYSTEM 
DIAGNOSTIC OPERATORS GUIDE 

FA501-A/B/C/D (BR810-A/B, 40003-200/203/204/205/206 ) PLATO FLEXIBLE 
DISK SUBSYSTEM 

HMM ( SITE & SUPPORT INFORMATION) 

OPERATORS GUIDE , 



74873938 G 03 10.00 



60427600 AA 03 



96711900 D 03 10.00 



60476000 B 03 



60461100 G 03 
60461090 E 03 



60450600 W 03 



62940015 D 03 



34.00 



13.00 
8.00 



60455690 


W 


06 


52, 


.00 


60459560 


D 


03 


51, 


.00 


60458660 


B 


03 


19. 


.00 


60449700 


AR 


03 


43. 


.00 


60449710 


AD 


03 


34. 


.00 


60463020 


A 


03 


45. 


.00 


60476010 


F 


03 


40. 


.00 



17.00 



62949100 M 03 * 
62940005 H 03 4.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



FA710-A/B/C/D { FA205 ,FA7 19 ,FA720 ,FA722 ,FA723 , FA728 , FA732 , 7054-1 ) 
DISK CONTROLLER 
HR/MM 

FA719-A/B/C/D (7054-1/2) DISK STORAGE (HR/MM USE FA710-A/B/C/D) 
FA720-A/B/C/D (7654-1) DISK STORAGE (HR/MM USE FA710-A/B/C/D) 

FA722-A/B/C (7054-21/22/41/42) DISK STORAGE CONTROLLER 

HMM GF 

HR/MM (USE FA710-A/B/C/D) 

FA730-A (BR803, 1833-5) FLEXIBLE DISK DRIVE CONTROLLER 

HR/MM 

FA743-A/B BAND PRINTERS (USE 80450-10/20/30) 

FA750-A/B CARTRIDGE DISK DRIVE CONTROLLER (USE FAlll-A) 

FJ129-A (FJ448-A,FV678-A, 1843-5) SYNCHRONOUS DATA LINK CONTROL 
COMMUNICATION LINE ADAPTER SUBSYSTEM 
HR/MM 

FJ132-A (380-111) DIRECT MEMORY ACCESS CONTROLLER 

HMM 

FJ441-A (FJ442,FC109,FC539,CC555,CC6 28,CT104,CA150,CA153,CA154) 
TERMINAL EQUIPMENT SUBSYSTEM 
FIELD REPAIR GUIDE , 

FP2000 BAND PRINTER 

INSTALLATION & INSTRUCTIONS 

SCHEMATICS PACKAGE 

FR103-A (FR104-A,FR105-A,FV146-A) MULTIPLE ACCESS CONTROLLER EQUIP 
HRM/CE 

FR109-A (FV639-A, 10329-2) MULTIPLE ACCESS CHANNEL SWITCH 

HMM 

FR113-A BUFFER CONTROLLER 

CLASS I DIAGNOSTICS , SMM6X GF 

FR205-A (FV720-A) CYBER CHANNEL COUPLER 

HMM 

HRM 

FR205-B (FV720-B) CYBER CHANNEL COUPLER 

HMM 

FV662-A CHANNEL ACCESS OPTION (USE FA211-A) 

FV664-A DOUBLE TRACK DENSITY OPTION (USE FA103-A/B/C) 



60364500 R 03 * 



60428500 AY 



96768800 E 03 18.00 



96768440 E 03 



60458800 L 03 10.00 



60475070 M 03 17.00 



60000184 01 03 6.00 
60000182 01 03 * 



44619400 G 03 23.00 



17303300 F 03 « 



60400300 L 



60459180 AN 03 59.00 
60459170 F 03 18.00 



60000021 E 03 49.00 



2-7 



HARDWARE MANUALS (Listed by Equipment Number) 
Catalog Description Fiche Publ No. Rev Bind Price 

FV670-A/B 844 DRIVE OPTION (USE FA211-A) 
FV671-A/B FOUR FMD OPTION (USE FA211-A) 
FV720-A CYBER CHANNEL COUPLER (USE FR205-A) 
FV720-B CYBER CHANNEL COUPLER (USE FR205-B) 

FW201-B/C (FV707-A,FV694-A) NETWORK ACCESS DEVICE (NAD) 

HMM 60458710 AC 03 80.00 

FW203-B/C (FW204-B/C/D,FW206-B/C,FW212-A,FV707-A,FV694-A,FJ131-A) 
NETWORK ACCESS DEVICE (NAD) 
HMM ( 2 VOLS ) , 60458760 AB 03 76 . 00 

FW205-B/C (380-110, FV707-A,FV694-A,FV706-A) NETWORK ACCESS DEVICE 

HMM 60458730 T 03 25.00 

HRM 60458840 F 03 10.0,0 

FW207-B/C (FV707-A,FV694-A) NETWORK ACCESS DEVICE (NAD) 

HMM 60458720 U 03 22.00 

FW208-B/C (380-221) NETWORK ACCESS DEVICE 

HMM 60458750 W 03 * 

FW213-B/C (380-449) NETWORK ACCESS DEVICE (NAD) 

HMM (LINK NAD) 60000275 A 03 38.00 

REFERENCE MANUAL (LINK NAD) (USE 380-449) 

GB145-A/B (10443-1,10445-1/2,1867-3/4,1833-11) MODULE DRIVE ADAPTER 

HR/MM 60475800 H 03 36.00 

GD122-B (GD122-E,XA148-A) POWER SUPPLY SYSTEM 

HR/MM 96729200 B 03 12.00 

GD122-E POWER SUPPLY A/Q ADD-ON (USE GD122-B) 
GD130-A POWER SUPPLY (USE BR803) 
GD308-A POWER SUPPLY (USE BR803) 

GE269-A/B/C/D 25-KVA FREQUENCY CONVERTER 

HMM 60456520 P 03 10.00 

QE273-A (CYBER 170 MODEL 825) 12.5-KVA MOTOR- GENERATOR SET & 
REDUCED-VOLTAGE STARTER GK207-A 

HMM / 60459480 B 03 * 

/ 

GH120/GH121 (2601-4/5) CDCNET 

HARDWARE INSTALLATION & TROUBLESHOOTING MAINTENANCE 60000348 B 03 81.00 

GH222-E REFRIGERATION SYSTEM (USE CYBER 200 MODEL 205) 
GH249-A EXTENDED SEMICONDUCTOR MEMORY (USE 7040-100) 

GH431-C/D/E/F CABINET 

HMM 60446900 C 03 * 
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Catalog Description 



HARDWARE MANUALS (Listed by Equipment Number) 

Fiche Publ No. Rev Bind Price 



GH441-A/B POWER DISTRIBUTION UNIT (USE CYBER 170 MODEL 176) 

GH445-A/B (65044) 40-KVA CONTROL CABINET & ASSOCIATED MGs 

HMM 60454720 U 03 

GH446-A/B (65445) 80-KVA CONTROL CABINET & ASSOCIATED MGs 

HMM 60455810 U 03 

GH451-A (DY195-A/B/C,DY196-A) NTWK PROCESSOR UNIT EQUIP CABINETS 

HMM 74873971 F 03 

GJ105-A/B POWERED FORMS STACKER 
' CE (GEN DESC,OPER,DIAGS,MAINT, PARTS DATA) GF 50583500 D23 

GK425-A/B BATTERY BACKUP (USE CYBER 930) 

GK428-A CDCNET ADAPTER (USE CYBER 930) 

GK4 29-A/B POWER OPTION (USE CYBER 930) 

GK431-A CDCNET ADAPTER (USE CYBER 930) 

TN234-A ICEM ERGONOMIC WORKSTATION (USE 790-20/21/22/41/42) 

TN469/470 CYBER POWER ISLAND (USE 10475-XXX/10476-XXX ) 

XA148-A POWER SUPPLY MOS MEMORY CONFIGURATION (USE GD122-B) 

XA262-A PRINTER INTERFACE (USE CL607-A/B) 

YA350-A INSTALLATION KIT (USE CYBER 930) 

YR107-A GRAPHICS/FIRMWARE OPTION (USE 721-301) 



26.00 



18.00 



21.00 



7.00 
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HARDWARE MANUALS 
(Listed by Product/System) 



HARDWARE MANUALS (Listed by Product/System) 
Catalog Description Fiche Publ No. Rev Bind Price 

CYBER 18 BASIC MICRO-PROGRAMMABLE PROCESSOR 

HR/MM 39451400 E 03 * 

CYBER 18 COMPUTER SYSTEMS 

OVERVIEW 60475000 K 03 * 

SITE PLANNING KIT ( 18-5/5M/10M/20/25/30 ) 96768510 Z 03 25.00 

SYSTEM SUMMARY 96767850 C 03 14 . 00 

CYBER 18 CENTRAL PROCESSOR (AAl 32 ,AA1 33 , AA153 , DT120 , FC402 ) 

FIELD REPAIR GUIDE 60475001 R 03 * 

CYBER 18 COMPUTER SYSTEMS WITH MOS MEMORY 

HR/MM (MOS MEMORY SUBSYSTEM) ( AT24 1 , AT275 ,BA212 ,DT223 ) 96768600 F 03 48.00 

INSTALLATION ( 18-5M/10M/20/25/30 ) 96768360 BD 03 37.00 

CYBER 18 EQUIPMENT CABINETS ( AA132-A, AAl 33 , AA153 , AAl 55 ) 

HR/MM 96768280 S 03 56 . 00 

CYBER 18 LARGE MEMORY SUBSYSTEM 

HR/MM (AT429,BA222) 60476080 G 03 9.00 

CYBER 18 PROCESSOR WITH MOS MEMORY ( AA132 , AA133 , AA153 , AA155 ) 

FIELD PRINT PACKAGE 60475100 C 03 * 

CYBER 18 PROCESSOR WITH MOS MEMORY MACRO LEVEL 

HRM 96768300 F 03 * 

CYBER 18-5M BATCH TERMINAL COMPUTER SYSTEM 

HMM VOL.2 (MAINT.DDLTS) . 96768111 W 03 38.00 

40-100 PROCESS INTERFACE CONTROLLER 

HMM 60468890 A 03 7.00 

40-811 1700/NOVA INTERFACE 

HMM 72303500 D 03 * 

40-813 NOVA/DISPLAY INTERFACE 

HMM 72261700 C 03 19.00 

40-815 DISPLAY CONTROLLER 

HRM/CE 72299200 G 03 * 

44-550 (44-550-1) REMOTE TERMINAL UNITS 

HMM (W/TYPE II PROTOCOL) 56588791 D 03 49.00 

44-560 REMOTE TERMINAL UNIT WITH SEQUENCE OF EVENTS 

HARDWARE MAINTENANCE ADDENDUM 56589905 A 03 12 . 00 

CYBER 70 MODELS 71,72,73,74,76 

INPUT/OUTPUT SPECIFICATIONS (MODELS 71,72,73,74,6000) 60352500 G 03 * 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (71-74,76 MODIF) 60455770 F 03 * 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



MSL 130/140 CMSE COMMANDS CARD 

MSL 130/140 INSTANT 

REFRIGERATION SYSTEM HR/MM { 76 ) ( AA106-A) 

SYSTEM MAINTENANCE MONITOR (SMM) HRM 

SYSTEM MAINTENANCE MONITOR ( SMM ) RM ( 3 VOLS ) 

CYBER 120 (DATA GENERAL) LOCATED IN SECTION 4 - MISCELLANEOUS 

CYBER 170 MODELS 171,172,173,174,175,176 

CM DIAGRAMS HMM ( 17 1-175 ) (AA107-A) 

CODES INSTANT ( 171-175A/B/C, 176 ) ( AA120-A/B/C, AA131-B/C , AAl 10-A) . . 

CODES INSTANT ( 176 ) ( AA147-A/B) 

FUNCTIONAL UNITS HMM ( 175 ) ( AA120-A) 

HARDWARE REFERENCE ( 176 ) ( AA147-A/B) 

HARDWARE RM (171-175,176) (AA107-A,AA120-A/B/C,AA131-B/C, AAl 10-A) . 
MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (171-175,176) .. 

MSL 130/140 CMSE COMMANDS CARD 

MSL 130/140 INSTANT 

POWER DIST/WARNING SYSTEM HMM (172-174) (AA107-A) 

PPS DIAGRAMS HMM ( 171-175 ) (AA107-A, AA120-A/B, AA131-B) 

REFRIGERATION SYSTEM HR/MM ( 175 ) 

SYSTEM MAINTENANCE MONITOR (SMM) HRM (171-175) 

SYSTEM MAINTENANCE MONITOR (SMM) RM (3 VOLS) (171-175) 

CYBER 170 MODELS 720,730,740,750,760 

CM THEORY, DIAGRAMS HMM ( 720-760 ) (AA120-D ,AA131-D ) 

CODES INSTANT (720-760) 

FUNCTIONAL UNITS HMM ( 740-760 ) (AA120-D ) 

HARDWARE REFERENCE (720-760) ( AA120-D, AA131-D) 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (720-760) 

MSL 130/140 CMSE COMMANDS CARD 

MSL 130/140 INSTANT 

POWER DIST/WARNING SYSTEM HMM ( 720-760 ) (AA120-D,AA131-D ) 

REFRIGERATION SYSTEM HR/MM (740-760) (AA120-D) 

CYBER 170 MODELS 815 , 825 , 835 , 840 , 845 , 850 , 855 , 860 , 865 , 875 , 815S , 825S 

ASSEMBLY BUFFER UTILITY REFERENCE (815,825,835,845,855) 

CABLES W/L HMM (865,875) GF 

CM THEORY, DIAGRAMS HMM (865) (AA120-E) 

CM THEORY, DIAGRAMS W/L HMM ( 875 ) 

CP LOGIC DIAGRAMS HMM ( 2 VOLS ) ( 835 ) 

CP THEORY HMM ( 835 ) 

CP W/L HMM ( 855 ) GF 

CP-0 CH. 5,6,7 DUAL W/L HMM (865) GF 

CP-1 CH. 15,16,17 DUAL W/L HMM (865) GF 

CP/CM CABLES W/L HMM (845,855) GF 

CP/CM L0-L3 LOGIC DIAGRAMS HMM (3 VOLS) (845,855) 

CP/CM L4 LOGIC DIAGRAMS HMM (5 VOLS) (845,855) 

CP/CM LOGIC DIAGRAM SYMBOLS ( 2 VOLS ) (845,855) 

CP/CM MAINTENANCE, PARTS DATA HMM (845,855) 

CP/CM THEORY HMM (845/855) 



60456390 


F 




5, 


.00 


60456900 


D 




44, 


.00 


60427800 


R 


03 


15, 


.00 


60409500 


D 


03 


102, 


.00 


60160600 


F 


03 


144, 


.00 



19981900 


K 


03 


* 




60420010 


B 




t 




60456920 


C 




61, 


.00 


60420300 


AB 


03 


40, 


,00 
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03 


33, 


,00 
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* 
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03 


t 
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* 
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60456160 
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03 
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60469330 
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60462080 
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60456130 
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60458930 
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.00 


60469070 


AU 


03 


* 




60469320 


A 


03 


* 




60458240 


C 




25, 


.00 


60462030 


G 




10, 


.00 


60462040 


G 




11, 


.00 


60458230 


C 




7, 


.00 


60458180 


L 


06 


105, 


.00 


60458190 


P 


06 


327, 


,00 


60458120 


F 


03 


81, 


.00 


60458200 


F 


03 


* 




60458170 


F 


03 


45, 


,00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



CP/CM THEORY DIAGRAMS HMM ( 865 , 875 ) 

CP/CM W/L HMM ( 845 ) GF 

CODES BOOKLET (815,825,835,845,855) 

COOLING SYSTEM HMM (835,845,855) 

CSU CHASSIS 3 W/L HMM ( 865 ) GF 

CYBER INITIALIZATION PKG (CIP) RM ( 865 , 875 , NON-MODEL 8XX/9XX) 

FUNCTIONAL UNITS HMM (865,875) 

GENERAL DESCRIPTION HMM (815,825,835,845,855) 

HARDWARE OPERATORS GUIDE (815,825) 

HARDWARE OPERATORS GUIDE (835,845,855) 

HARDWARE OPERATORS GUIDE (840,850,860) 

HARDWARE OPERATORS GUIDE ( 815S , 825S ) ( AA16 1-B, AT462-B/AT463-B ) ... 

HARDWARE REFERENCE ( 815S , 825S ) ( AA161-B, AT462-B , AT463-B) 

HARDWARE REFERENCE (865,875) 

HARDWARE REFERENCE (CYBER 170 STATE) (815,825) 

HARDWARE REFERENCE (CYBER 170 STATE) (835,845,855) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 (845,855) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.2 (815,825,835,845,855) .. 

ICI CHANNEL OPTION HMM ( 815S , 825S ) ( AA161-B , AT462-B , AT463-B) 

INSTALL/CHECKOUT HMM ( 845 , 855 ) 

INSTALL/CHECKOUT HMM (865,875) 

INSTALL/CHECKOUT, FLOWCHARTS HMM (SUPPLEMENT) (865,875) 

INSTALL/CHECKOUT HMM (815S,825S) 

lOU BLOCK DIAGRAMS (MLBD'S) HMM (835,855) 

lOU LOGIC DIAGRAMS HMM (2 VOLS) (835,840,845,850,855) 

lOU MAINTENANCE HMM (835,845,855) .- 

lOU THEORY HMM (835,855) 

lOU W/L HMM (835,845,855) GF 

LOGIC DIAGRAMS HMM (3 VOLS) (815S,825S) 

MAINTENANCE HMM (835) 

MAINTENANCE , PARTS DATA HMM ( 865 , 875 ) 

MAINTENANCE & PARTS DATA HMM ( 815S , 825S ) ( AA16 1-B, AT462-B, AT463-B ) 
MAINT REGISTERS CODES BOOKLET (CPU,CM,IOU) (815,825,835,845,855). 

MSL 130/140 INSTANT (865,875) 

MSL 140 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (865,875) 

MSL 1 5X CMSE COMMANDS CARD 

MSL 15X MODEL INDEPENDENT SOFTWARE RM (815,825,835,845,855) 

MSL 15X OFF-LINE MAINT SOFTWARE LIBRARY RM (815,825,835,845,855). 

MSL 151 MAINTENANCE SOFTWARE REFERENCE (815,825) 

MSL 152 MAINTENANCE SOFTWARE REFERENCE (835) 

MSL 153 MAINTENANCE SOFTWARE REFERENCE (845,855) 

MSL 153 ACT3 TEST DESCRIPTION RM ( 845 , 855 ) 

MSL 153 ANT3 TEST DESCRIPTION RM (845,855) 

MSL 153 BPT3 TEST DESCRIPTION RM (845,855) 

MSL 153 CMT3 TEST DESCRIPTION RM (845,855) 

MSL 153 CST3 TEST DESCRIPTION RM (845,855) 

MSL 153 CTT3 TEST DESCRIPTION RM (845,855) 

MSL 153 ICT3 TEST DESCRIPTION RM (845,855) 

MSL 153 IFT3 TEST DESCRIPTION RM ( 845 , 855 ) 

MSL 153 I0U2 TEST DESCRIPTION RM (845,855) 

MSL 153 LMT3 TEST DESCRIPTION RM (845,855) ; 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



MSL 153 MAT3 TEST DESCRIPTION RM (845,855) 

MSL 153 MCT3 TEST DESCRIPTION RM (845,855) 

MSL 153 MDT3 TEST DESCRIPTION RM (845,855) 

MSL 153 0IT3 TEST DESCRIPTION RM (845,855) 

MSL 153 PDT3 TEST DESCRIPTION RM (845,855) 

MSL 153 SMT3 TEST DESCRIPTION RM (845,855) 

MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (825) 

MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (815S,825S) 

POWER DIST/WARNING SYSTEM HMM ( 835 , 845 , 855 ) 

POWER DIST/WARNING SYSTEM W/L HMM ( 835 , 845 , 855 ) GF 

POWER DIST/WARNING SYSTEM HMM ( 865 , 875 ) ( AA120-E ) 

POWER DIST/WARNING SYSTEM, COOLING SYSTEM HMM (815,825) 

POWER DIST/WARNING SYSTEM HMM (815S,825S) 

PPS CHASSIS 2 W/L HMM (865,875) GF 

PPS THEORY, DIAGRAMS HMM (86 5,875) 

REFRIGERATION SYSTEM HR/MM (865,875) 

SMAQR VOL.1 (835,845,855) 

SMAQR VOL.2 (835,845,855) 

SMAQR FLOWCHARTS POCKET CARD ( 835 , 845 , 855 ) 

SYSTEM LOGIC DIAGRAMS HMM ( 4 VOLS ) ( 825 ) 

SYSTEM REMOVAL GUIDE (845,855) 

THEORY OF OPERATION HMM ( 81 5S , 825S ) ( AA161-B , AT462-B, AT463-B ) 

CYBER 180 MODELS 810 , 830 , 835 , 840 , 845 , 850 , 855 , 860 , 840S, 845S , 855S , 
840A,850A,860A,870A, 658 10, 65830 

CABLES HMM ( 840 , 850 , 860 , 840A, 850A, 860A, 870A) GF 

CABLES W/L HMM (810) GF 

CABLES W/L HMM ( 830 ) GF 

CM W/L HMM ( 840 , 850 , 860 ) GF 

C/0 TABS W/L HMM ( 850 ) GF 

C/0 TABS W/L HMM ( CP/0 ) ( 860 ) GF 

C/0 TABS W/L HMM (CP/1) (860) GF 

CODES BOOKLET ( 810-860 , 840S , 845S , 855S , 840A-870A) 

COOLING SYSTEM HMM ( 835 , 845 , 855 ) 

CP LOGIC DIAGRAMS HMM (2 VOLS) (835) 

CP MAINT, PARTS DATA HMM ( 840S , 845S , 855S , 840A, 850A, 860A, 870A ) ... 

CP W/L HMM ( 855 ) GF 

CP/CM CABLES W/L HMM (845,855) GF 

CP/CM L0-L3 LOGIC DIAGS HMM (3 VOL) ( 840-860 , 845S , 855S , 840A-860A) 
CP/CM L4 LOGIC DIAGS HMM (5 VOL) ( 840-860 , 840S-855S , 840A-870A) .. 
CP/CM LOGIC DIAG SYMBOLS (2 VOL) ( 840-860 , 845S , 855S , 840A-860A) .. 

CP/CM MAINTENANCE, PARTS DATA HMM (840,850,860) 

CP/CM MAINTENANCE, PARTS DATA HMM (845,855) 

CP/CM OPTIONAL EQUIPMENT W/L HMM (845,855) GF 

CP/CM THEORY HMM ( 840 , 845 , 850 , 855 , 860 , 840A, 850A, 860A) 

CP/CM W/L HMM ( 84 5 ) GF 

CYBER INITIALIZATION PKG (CIP) RM ( 810 , 815 , 825 , 830 , 810A, 830A ) ... 
CYBER INITIALIZATION PKG (CIP) RM( 835 , 840 , 845 , 850 , 855 , 860 , ABl 1 5A) 

CYBER INITIALIZATION PKG (CIP) RM ( 840-860 , 840A-870A) 

CYBER SYSTEMS PERIPHERAL DIAGNOSTICS RM ( 840-860 , 840A-870A) 

CYBER SYSTEMS PREDICTIVE MAINTENANCE GUIDELINES 
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.00 



60461650 


B 




6, 


,00 


60469650 


L 


03 


7, 


.00 


60469510 


L 


03 


9, 


,00 


60461630 


D 




6, 


.00 


60462980 


A 




* 




60461640 


A 




23, 


.00 


60462990 


A 




* 




60458100 


F 




29, 


.00 


60455930 


M 


03 


22, 


,00 


60469070 


AU 


03 


* 




60463440 


E 


03 


22, 


,00 


60458240 


C 




25, 


.00 


60458230 


C 




7, 


,00 


60458180 


L 


06 


105, 


.00 


60458190 


P 


06 


327, 


.00 


60458120 


F 


03 


81, 


.00 


60462510 


C 


03 


* 




60458200 


F 


03 


* 




60460710 


A 




6, 


.00 


60458170 


F 


03 


45, 


.00 


60457300 


B 




25. 


.00 


60000417 


C 


03 


21, 


.00 


60000418 


C 


03 


21, 


.00 


60000419 


C 


03 


23 


.00 


60000144 


J 


03 


35, 


.00 


60000199 


B 




23, 


.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



GENERAL DESCRIPTION HMM ( 810-860 , 845S , 855S , 840A-860A) 

HARDWARE OPERATORS GUIDE (810,830) 

HARDWARE OPERATORS GUIDE ( 835 , 845 , 855 ) 

HARDWARE OPERATORS GUIDE (840,850,860) 

HARDWARE OPERATORS GUIDE ( 840A, 850A, 860A, 870A) 

HARDWARE REFERENCE (CYBER 170 STATE) (810,830) 

HARDWARE REFERENCE (CYBER 170 STATE) (835,840,845,850,855,860) .. 

HARDWARE REFERENCE (CYBER 170 STATE) ( 840A, 850A, 860A, 870A) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 (810,830) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.2 (810,830,835-860) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 (840,845,850,855,860) .. 
HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 ( 840A, 850A, 860A, 870A) .. 
HARDWARE REFERENCE (VIRTUAL STATE) VOL.2 ( 840A, 850A, 860A, 870A) .. 

ICI CHANNEL OPTION HMM (810,830) 

INSTALL/CHECKOUT HMM (810,830) 

INSTALL/CHECKOUT HMM ( 840 , 850 , 860 ) 

INSTALL/CHECKOUT HMM (845,855) 

INSTALL/CHECKOUT HMM (OPTIONAL EQUIPMENT) (845,855) 

INSTALL/CHECKOUT HMM ( 840S , 845S , 855S , 840A, 850A, 860A, 870A) 

lOU BLOCK DIAGRAMS (MLBD'S) HMM (83 5,855) 

lOU LOGIC DIAGRAMS HMM (2 VOLS) (835,840,845,850,855) 

lOU L0-L3 DIAGRAMS HMM VOL.1 ( 840-860 , 840S, 845S, 855S , 840A-870A) . 

lOU L4 DIAGRAMS HMM VOL.2 ( 840-860 , 845S , 855S , 840A-870A) 

lOU W/L HMM (835,845,855) '. GF 

LOGIC DIAGRAMS HMM (3 VOLS) (810,830) 

MAINTENANCE HMM ( 835 ) 

MAINTENANCE, PARTS DATA HMM (810,830) 

MAINT REG CODES BKLT (CPU,CM,IOU) ( 810-860 , 840S-855S , 840A-870A) . 

MEMORY INCREMENT 16/32 MB -HMM (810,830) 

MSL 15X CMSE COMMANDS CARD 

MSL 15X MODEL INDEPENDENT SOFTWARE REFERENCE (810-860) 

MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (810-860) 

MSL 151 MAINTENANCE SOFTWARE REFERENCE (810,830) 

MSL 152 MAINTENANCE SOFTWARE REFERENCE (835) 

MSL 153 MAINTENANCE SOFTWARE REFERENCE (845,850,855,860) 

MSL 153 ACT3 TEST DESCRIPTION RM 
MSL 153 ANTS TEST DESCRIPTION RM 
MSL 153 BPT3 TEST DESCRIPTION RM 
MSL 153 CMT3 TEST DESCRIPTION RM 
MSL 153 CST3 TEST DESCRIPTION RM 
MSL 153 CTT3 TEST DESCRIPTION RM 
MSL 153 ICT3 TEST DESCRIPTION RM 
MSL 153 IFT3 TEST DESCRIPTION RM 
MSL 153 I0U2 TEST DESCRIPTION RM 
MSL 153 LMT3 TEST DESCRIPTION RM 
MSL 153 MAT3 TEST DESCRIPTION RM 
MSL 153 MCT3 TEST DESCRIPTION RM 
MSL 153 MDT3 TEST DESCRIPTION RM 
MSL 153 0IT3 TEST DESCRIPTION RM 
MSL 153 PDT3 TEST DESCRIPTION RM 
MSL 153 SMT3 TEST DESCRIPTION RM 



(845,855) 

(845,855) 

(845,850,855,860) 
(845,850,855,860) 
(845,850,855,860) 

(845,855) 

(845,850,855,860) 
(845,850,855,860) 
(845,850,855,860) 
(845,850,855,860) 
(845,855,840-860) 
(845,850,855,860) 

(845,855) 

(845,850,855,860) 

(845,855) 

(845,850,855,860) 



60459960 


E 


03 


15 


.00 


60469440 


C 


03 


7 


.00 


60458390 


F 


03 


* 




60463100 


B 


03 


6 


.00 


60463590 


C 




14 


.00 


60469420 


C 


03 


14 


.00 


60469290 


H 


03 


52 


.00 


60463560 


C 


03 


23 


.00 


60469680 


B 


03 


10 


.00 


60458890 


H 


03 


48 


.00 


60461320 


C 


03 


* 




60463570 


C 


03 


22 


.00 


60463580 


C 


03 


43 


.00 


60469870 


B 


03 


13 


.00 


60469450 


D 


03 


16 


.00 


60461660 


D 


03 


41 


.00 


60458160 


F 


03 


28 


.00 


60462570 


C 


03 


* 




60463420 


J 


03 


34 


.00 


60469090 


C 


06 


11 


00 


60469100 


AD 


03 


117 


.00 


60463540 


R 


06 


109 


00 


60462210 


AU 


06 


266 


00 


60469110 


F 




7 


00 


60469004 


A 


03 


137 


.00 


60469050 


C 


03 


65 


00 


60469500 


C 


03 


17 


00 


60458110 


J 




49 


00 


60469860 


A 


03 


21 


00 


60456600 


J 




4 


00 


60469390 


R 


03 


46 


00 


60456530 


AB 


03 


34 


00 


60469400 


J 


03 


30 


00 


60469410 


J 


03 


36 


00 


60459140 


K 


03 


19 


00 


60460010 


H 


03 


7 


00 


60460020 


D 


03 


29 


00 


60460030 


K 


03 


9 


00 


60460040 


H 


03 


13 


00 


60460050 


H 


03 


8 


00 


60460060 


D 


03 


6 


00 


60460070 


E 


03 


8 


00 


60460080 


G 


03 


12 


00 


60460000 


C 


03 


3 


00 


60460090 


K 


03 


25 


00 


60460150 


A 


03 


9 


00 


60460100 


G 


03 


11 


00 


60460110 


D 


03 


15 


00 


60460120 


G 


03 


12 


00 


60460130 


G 


03 


6 


00 


60460140 


D 


03 


6 


00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



MULTILEVEL BLOCK DIAGRAMS ( MLBD ' S ) HMM (810) 

MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (830) 

MULTILEVEL BLOCK DIAGRAMS HMM (810/830) (AA161-A) 

MULTILEVEL BLOCK DIAGRAMS (MLBD'S) SUPPLEMENT HMM (65810,65830) . 

POWER DIST/WARNING SYSTEM HMM (810,830) 

POWER DIST/WARNING SYSTEM W/L HMM (810,830) GF 

POWER DIST/WARNING SYSTEM HMM (835,845,855) 

POWER DIST/WARNING SYSTEM W/L HMM (835,845,855) GF 

POWER DIST/WARNING SYSTEM HMM ( 840-860 , 840S , 845S , 855S , 840A-870A) . 
POWER DIST/WARNING SYSTEM W/L HMM ( 840-860 , 845S , 855S , 840A-870A) . GF 
POWER & TEMP PROTECT SYSTEMS HMM ( 840-860 , 840S-855S , 840A-870A) .. 

REFRIGERATION COOLING SYSTEM HMM (840,850,860) 

REMOTE TECHNICAL ASSISTANCE HANDBOOK (810-860) 

SMAQR VOL.1 (835-860) 

SMAQR VOL.2 (840-860) 

SMAQR FLOWCHARTS POCKET CARD (835,840,845,850,855,860) 

SMAQR VOL.1 (840S,845S,855S,840A,850A,860A,870A) 

SMAQR VOL.2 ( 840S, 845S , 855S , 840A, 850A, 860A, 870A) 

SMAQR FLOWCHARTS POCKET CARD ( 840S , 845S , 855S , 840A-870A) 

SYSTEM LOGIC DIAGRAMS HMM (3 VOLS) (65810,65830) 

SYSTEM POWER MONITOR (SPM) TSG ( 840-860 , 840S , 845S , 855S , 840A-870A) 

SYSTEM REMOVAL GUIDE (845,855) 

THEORY OF OPERATION HMM ( 810 , 830 ) 

WATER COOLING SYSTEM HMM ( 840-860 , 840S , 845S , 855S , 840A-870A) 

CYBER 180 MODELS 990 , 990E , 995E 

CM MAINTENANCE , PARTS DATA HMM ( 990 ) 

CM THEORY, DIAGRAMS , W/L HMM ( 990 ) 

CM W/L HMM (990E,995E) (BS218-A) GF 

C/0 TABS CH.1&2 ( 990E, 995E) ( AD115-A/B, AD116-A,BT480-A) GF 

C/0 TABS CH.3 ( 990E, 995E) ( ADl 15-B) GF 

CODES BOOKLET ( 990 , 990E, 995E) 

CP MAINTENANCE, PARTS DATA HMM ( 990 , 990E, 995E) 

CP/CM L0-L3 DIAGRAMS HMM (5 VOLS) ( 990 , 990E, 995E) 

CP/CM L4 DIAGRAMS HMM (10 VOLS) ( 990 , 990E, 995E ) 

CP/CM LOGIC DIAGRAM SYMBOLS (VOL. 1,2) (990) 

CROSSTABS CH.1&2 ( 990E, 995E) ( AD115-A/B, ADl 16-A, BT480-A) GF 

CROSSTABS CH.3 ( 990E , 995E ) ( AD115A W/AT500A) GF 

CYBER INITIALIZATION PKG (CIP) RM ( 990 , 990E, 995E) ( AT478A/481A) .. 
CYBER SYSTEMS PERIPHERAL DIAGNOSTICS REFERENCE ( 990 , 990E , 995E ) .. 

CYBER SYSTEMS PREDICTIVE MAINTENANCE GUIDELINES 

GENERAL DESCRIPTION HMM ( 990 , 990E, 995E) 

HARDWARE OPERATORS GUIDE ( 990 , 990E, 995E) 

HARDWARE REFERENCE (CYBER 170 STATE) ( 990, 990E, 995E) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 ( 990 , 990E, 995E ) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.2 ( 990 , 990E , 995E ) 

INSTALL/CHECKOUT HMM ( 990 ) 

INSTALL/CHECKOUT HMM (990E,995E) 

lOU L0-L3 DIAGRAMS HMM VOL.1 ( 990 , 990E , 995E) 

lOU L4 DIAGRAMS HMM VOL.2 ( 990 , 990E , 995E) 

lOU HMM (990,990E,995E) ( AT478-B/AT481-B) 



60469670 


L 


06 


60. 


00 


60469470 


L 


06 


71. 


00 


60469005 


A 


06 


64. 


00 


60469970 


A 


06 


13. 


00 


60455210 


F 


03 


10. 


,00 


60461530 


A 




7. 


,00 


60455920 


Y 


03 


17. 


,00 


60459980 


E 




7. 


,00 


60461620 


R 


03 


42. 


,00 


60461890 


D 




14. 


,00 


60433221 


L 


03 


30. 


,00 


60463630 


A 


03 


11. 


,00 


60000078 


D 




13, 


,00 


60461750 


D 


03 


16. 


,00 


60461751 


E 


03 


49. 


,00 


60461752 


C 




t 




60463450 


c 


03 


10. 


.00 


60463480 


c 


03 


40. 


,00 


60463490 


D 




9, 


.00 


60469960 


A 


03 


135, 


.00 


60463510 


D 


03 


13, 


.00 


60463710 


A 


03 


* 




60469460 


B 


03 


46, 


.00 


60461610 


M 


03 


30. 


,00 


60458260 


D 


03 


34, 


.00 


60458930 


F 


06 


16, 


,00 


60463620 


A 




* 




60000250 


A 




26, 


.00 


60000254 


A 




9, 


.00 


60458100 


F 




29, 


.00 


60462150 


P 


03 


23, 


.00 


60462100 


J 


06 


361. 


.00 


60462190 


AE 


06 


584, 


.00 


60458120 


F 


06 


81, 


.00 


60000251 


A 




9, 


.00 


60000255 


A 




7, 


.00 


60000419 


C 


03 


23, 


.00 


60000144 


J 


03 


35, 


.00 


60000199 


B 




23, 


.00 


60459960 


E 


03 


15, 


.00 


60460700 


D 


03 


7, 


.00 


60469290 


H 


03 


52, 


.00 


60462090 


H 


03 


10, 


.00 


60458890 


H 


03 


48, 


.00 


60461310 


E 


03 


45, 


.00 


60463690 


E 


03 


* 




60463540 


R 


06 


109, 


.00 


60462210 


AU 


06 


266, 


.00 


60000345 


N 


03 


24, 


.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



lOU HMM (990E,995E) { AT511-A/AT5 12-A) 

lOU W/L HMM (990,990E,995E) GF 

MAINTENANCE REGISTERS CODES BOOKLET (CPU,CM,IOU) ( 990 , 990E , 995E ) . 

MSL 1 5X CMSE COMMANDS CARD 

MSL 15X MODEL INDEPENDENT SOFTWARE REFERENCE (990) 

MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM ( 990 , 990E, 995E ) . 
MSL 153/155, CYBER 96X MAINTENANCE SOFTWARE RM (TEST DESC) (990). 

MSL 153/155 REFERENCE MANUAL TEST PROCEDURES (990) 

MSL 155 MAINT SOFTWARE RM (CPU/MEMORY TESTS) ( 990 , 990E , 995E ) 

MSL 155 MAINTENANCE SOFTWARE RM (VECTOR TESTS) ( 990 , 990E, 995E ) .. 

OPTIONAL CM UPGRADES INSTALL/CHECKOUT HMM ( 990 , 990E , 995E ) 

OPTIONAL CP & lOU UPGRADES INSTALLATION ( 990 , 990E , 995E ) 

POWER DIST/WARNING SYSTEM HMM ( 990 , 990E , 995E ) 

POWER DIST/WARNING SYSTEM W/L HMM ( 990 , 990E, 995E ) GF 

POWER & TEMPERATURE PROTECT SYSTEMS HMM ( 990 , 990E, 995E) 

REMOTE TECHNICAL ASSISTANCE HANDBOOK (990,995) 

SMAQR VOL.1 (990,990E,995E) 

SMAQR VOL.2 ( 990 , 990E , 995E ) 

SYSTEM POWER MONITOR (SPM) TROUBLESHOOTING GUIDE ( 990 , 990E, 995E ) . 
WATER COOLING SYSTEM HMM ( 990 , 990 , 995E ) 

CYBER 200 MODEL 205 COMPUTER SYSTEM 

CM WATER COOLING SYSTEM HMM 

HARDWARE REFERENCE 

INSTALL/CHECKOUT HMM 

MAINTENANCE , PARTS DATA HMM 

POWER & TEMPERATURE PROTECT SYSTEMS HMM 

POWER & TEMPERATURE PROTECT SYSTEMS HMM (SERIES 600 MEMORY) 

REFRIGERATION SYSTEM HMM (GH222-E) 

TROUBLESHOOTING GUIDE 

308XC-OHI (698-XX) MAGNETIC TAPE UNIT (MTU) 

LOGIC DIAGRAMS 

310XC-OHI (308XC-OHI, 698-XX) CYBER MAGNETIC TAPE SUBSYSTEM (CMTS) 

HARDWARE OPERATING 

INSTALLATION 

MAINTENANCE 

PARTS CATALOG 

THEORY OF OPERATION 

TROUBLESHOOTING 

310XC-OHI (698-XX) MAGNETIC TAPE CONTROLLER (MTC) 

LOGIC DIAGRAMS 

311XC-0HI (308XC-OHI,5698) CYBER MAGNETIC TAPE SUBSYSTEM (CMTS) 

HARDWARE OPERATING MANUAL 

INSTALLATION 

MAINTENANCE 

PARTS CATALOG 

TECHNICAL REFERENCE 



60000346 


N 


03 


23, 


,00 


60462200 


J 




7. 


,00 


60458110 


J 




49, 


,00 


60456600 


J 




4, 


,00 


60469390 


R 


03 


46, 


,00 


60456530 


AB 


03 


34, 


,00 


60461920 


H 


03 


49, 


,00 


60461110 


L 


03 


26, 


,00 


60000428 


A 


03 


8, 


,00 


60000230 


B 


03 


4, 


,00 


60000297 


A 


03 


36, 


,00 


60000318 


A 


03 


48, 


,00 


60461620 


R 


03 


42, 


.00 


60461890 


D 




14, 


.00 


60433221 


L 


03 


30, 


.00 


60000078 


D 




13, 


.00 


60462110 


E 


03 


11, 


.00 


60462111 


D 


03 


51, 


.00 


60463510 


D 


03 


13, 


.00 


60461610 


M 


03 


30, 


,00 


60461610 


M 


03 


30, 


.00 


60256020 


F 


03 


79, 


.00 


60431420 


C 


03 


* 




60457220 


D 


03 


32, 


.00 


60433220 


D 


03 


* 




60433221 


L 


03 


30, 


.00 


60329820 


E 


03 


% 




60430060 


E 


03 


* 




60000174 


A 


06 


38, 


.00 


60000172 


A 


03 


6, 


.00 


60000178 


B 


03 


6, 


.00 


60000176 


B 


03 


13, 


.00 


60000179 


A 


03 


6, 


.00 


60000175 


A 


03 


10, 


.00 


60000177 


B 


03 


8, 


,00 


60000173 


A 


06 


55, 


.00 


60000407 


A 


03 


* 




60000411 


B 


03 


7, 


,00 


60000409 


A 


03 


* 




60000412 


A 


03 


* 




60000413 


A 


03 


17, 


,00 
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Catalog Description 



HARDWARE MANUALS {Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



THEORY OF OPERATIONS 

TROUBLESHOOTING 

380-51 (CC598-C) NMS CONSOLE (NETWORK MAINT STATION) 

OPERATION & MAINTENANCE GUIDE 

380-110 NETWORK ACCESS DEVICE (USE FW205-B/C) 

380-111 DIRECT MEMORY ACCESS CONTROLLER (USE FJ132-A) 

380-170 (380-1,380-32) NETWORK ACCESS DEVICE 

HARDWARE REFERENCE 

TROUBLESHOOTING GUIDE (LOOSELY COUPLED NETWORK) 

380-200 (380-239,380-1,380-32) CYBER 200 NETWORK ACCESS DEVICE 

HRM 

380-221 ADVANCED TAPE SUBSYS NETWORK ACCESS DEVICE (USE FW208-B/C) 
380-239 7639 NETWORK ACCESS DEVICE (USE 380-200) 

380-370 (380-1,380-32) NETWORK ACCESS DEVICE 

HRM 

380-449 NETWORK ACCESS DEVICE (FW213-B/C) 

REFERENCE MANUAL { LINK NAD ) 

HMM (LINK NAD) (USE FW213-B/C) 

537 BAND PRINTER 

MAINTENANCE 

INSTALLATION INSTRUCTIONS 

OPERATOR GUIDE 

PARTS CATALOG 

SCHEMATIC DIAGRAMS 

THEORY OF OPERATION 

553-1/556-1 (CT301-E,CT302-E) PRINT STATION 

PRINTER INSTALLATION INSTRUCTIONS 

580 FASTRAIN LINE PRINTER EQUIPMENT (CL702A-F,CL703A-F, CL704A-F) 

FIELD SERVICE VOL . 2 ( DIAGRAMS ) GF 

PARTS IDENTIFICATION GF 

585 BAND PRINTER 

MAINTENANCE 

OPERATORS 

PARTS CATALOG 

THEORY OF OPERATION 

587 BAND PRINTER 

INSTALLATION INSTRUCTIONS 

MAINTENANCE 

OPERATOR GUIDE 



60000408 A 03 
60000410 A 03 



60000424 A 03 



60458500 J 03 
60458550 F 03 



60458570 E 03 



12.00 



9.00 
23.00 



10.00 



60458870 


F 


03 


9, 


.00 


60000276 


A 


03 


13, 


.00 


60000210 


03 


03 


14, 


.00 


60000209 


02 




5, 


.00 


60000208 


02 




7, 


.00 


60000211 


02 


03 


3, 


.00 


60000213 


00 


03 


5, 


.00 


60000212 


01 


03 


4, 


.00 


62950167 


A 


03 


3, 


.00 


91858800 


B23 




9, 


.00 


91858900 


C32 




9, 


.00 


60000181 


01 


03 


29, 


.00 


60000186 


01 


03 


5, 


.00 


60000183 


01 


03 


10, 


.00 


60000185 


00 


03 


10, 


.00 


60000439 


01 


03 


7, 


.00 


60000436 


01 


03 


25, 


.00 


60000441 


01 


03 


6, 


.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



PARTS CATALOG 

SCHEMATICS PACKAGE 

THEORY OF OPERATION 

677-2/3/4 MAGNETIC TAPE TRANSPORTS (USE 7021-31/32 SUBSYSTEM RM) 
679-2/3/4/5/6/7 MAG TAPE TRANSPORTS (USE 7021-31/32 SUBSYSTEM RM) 
698-XX MAGNETIC TAPE SUBSYSTEM (USE 308XC-OHI , 3 lOXC-OHI ) 

698-10/11/12/20/21/22/30/31/062 CYBER MAGNETIC TAPE SUBSYS (CMTS) 
USER GUIDE 

721 (CC634-A/CC638-A) DISPLAY TERMINAL 

OPERATOR GUIDE/INSTALLATION INSTRUCTIONS 

721 (CC634-A/B,CC638-A/B) ENHANCED DISPLAY TERMINAL 

HRM 

721-XO (CC634-A/CC638-A) DISPLAY TERMINAL 

REFERENCE 

721-21/31 DISPLAY TERMINAL 

OWNERS MANUAL 

721-301 (YR107-A) GRAPHICS /FIRMWARE OPTION 

REFERENCE 

721-301 (YR107-B) ENHANCED GRAPHICS/FIRMWARE OPTION 

REFERENCE 

722-10 (CC628-A/B) DISPLAY TERMINAL 

HMM (SITE INFO) 

HMM ( SUPPORT INFO) 

OPERATOR GUIDE/ INSTALLATION INSTRUCTIONS 

REFERENCE 

722-30 DISPLAY TERMINAL 

HMM (SITE INFORMATION) 

HRM 

OWNERS MANUAL 

726-20 (CK210) SERIAL GRAPHIC PRINTER 

HMM (SITE/SUPPORT INFORMATION) 

OWNERS MANUAL 

REFERENCE 

727-40/55 (CK208/209) LETTER QUALITY PRINTER 

HRM 

OWNERS MANUAL 



60000438 05 03 13.00 
60000437 01 03 10.00 
60000440 01 03 20.00 



60000009 C 03 14.00 



62940019 E 03 14.00 



62950102 B 03 27.00 



62940020 E 03 * 



62950101 C 29.00 



62940095 A 03 7.00 



62950116 A 03 8.00 



62940003 


U 


03 


* 




62940004 


P 


03 


* 




62940002 


M 


03 


* 




62940001 


E 


03 


9, 


.00 


62950138 


D 


03 


14, 


.00 


62950137 


D 


03 


12, 


.00 


62950139 


C 




* 




62950109 


E 


03 


21, 


.00 


62950107 


D 




17. 


,00 


62950110 


B 


03 


9, 


.00 



62940065 B 03 6.00 
62940056 D * 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



752 KEYBOARD DISPLAY TERMINAL 

HMM 

OPERATOR GUIDE, REFERENCE, INSTALLATION INSTRUCTIONS 

753 (CL114-A/B/C) NONIMPACT CHARACTER PRINTER 

HMM (SITE INFORMATION) 

OPERATOR GUIDE/REFERENCE/INSTALLATION INSTRUCTIONS 

790-20/21/22/41/42 (TN234-A) ICEM ERGONOMIC WORKSTATION 

HMM (ON-SITE INFORMATION) 

INSTALLATION & MAINTENANCE (COMMUNICATIONS INTERFACES) 

834/836 INTELLIGENT SMALL DISK (ISD) SUBSYSTEM 

HMM 

HRM 

844-4X DOUBLE DENSITY DISK STORAGE UNIT (USE 7155) 
885 DISK STORAGE UNIT (USE 7155) 

895 (7165-21/22,10555-1) DISK STORAGE SUBSYSTEM 

USER GUIDE 

CYBER 930 COMPUTER SYSTEM 

BATTERY BACKUP INSTALLATION GUIDE 

CDCNET ADAPTER INSTALLATION GUIDE 

CUSTOMER PLANNING GUIDE 

CYBER SYSTEMS PERIPHERAL DIAGNOSTICS REFERENCE (930) 

DISK OPTION INSTALLATION GUIDE (9836-1) 

ICI-TO-IPI CHANNEL CONVERTER INSTALLATION GUIDE 

INSTALLATION GUIDE 

LOW-SPEED CHANNEL CONVERTER INSTALLATION GUIDE 

MAINFRAME UPGRADE INSTALLATION GUIDE 

MAINTENANCE GUIDE 

MEMORY INCREMENT INSTALLATION GUIDE 

REMOTE CONSOLE INSTALLATION GUIDE 

SAFE USE & OPERATION 

CYBER 960/962 COMPUTER SYSTEMS 

CODES BOOKLET ( 960/962 ) 

CPU LEVEL 3 DIAGRAMS 

CPU LEVEL 4 DIAGRAMS 

CPU MAINT GUIDE 

CPU THEORY & DIAGRAMS 

CYBER INITIALIZATION PKG (CIP) RM (960) 

CYBER INITIALIZATION PKG (CIP) RM (962) 

CYBER 170 STATE HARDWARE REFERENCE GUIDE 

CYBER 96X MAINT SOFTWARE LIBRARY REFERENCE (TEST DESC/TEST PROC ) . 

lOU HARDWARE MAINT GUIDE 

lOU L0-L3 THEORY/DIAGS HMM ( AT51 1-A, AT512-A) 

lOU L4 DIAGRAMS HMM (962-11/31/32, AT511-A, AT512-A, AT513-A) 

lOU WIRES/CABLES (960) (AT478-B) GF 



62957400 


J 


03 


60, 


.00 


62957300 


G 


03 


7, 


.00 


62940017 


A 


03 


16, 


.00 


62940016 


A 


03 


10, 


,00 


62950149 


E 


03 


81, 


.00 


62950153 


B 


03 


7, 


.00 


60457210 


K 


03 


23, 


.00 


60455580 


H 


03 


12, 


.00 



60459190 


F 


03 


13, 


.00 


60469534 


A 




7, 


.00 


60469533 


B 




1. 


.00 


60469520 


F 




7, 


.00 


60000144 


J 


03 


35. 


.00 


60469535 


A 




4, 


.00 


60469536 


A 




4, 


.00 


60469530 


G 


03 


12, 


.00 


60469531 


B 




5, 


.00 


60469537 


B 




5, 


.00 


60469540 


K 


03 


38, 


.00 


60469532 


C 




5, 


.00 


60469555 


C 




3, 


.00 


60469007 


B 




7, 


.00 


60458100 


F 




29, 


.00 


60000117 


C 


06 


50, 


.00 


60000116 


C 


06 


120, 


.00 


60000123 


C 


03 


36, 


.00 


60000118 


C 


06 


11 


.00 


60000420 


C 


03 


20, 


.00 


60000421 


C 


03 


15, 


.00 


60000127 


B 


WB 


21, 


.00 


60000292 


C 


03 


16 


.00 


60000130 


AC 


03 


46, 


.00 


60000235 


E 


06 


62 


.00 


60000236 


T 


06 


161, 


.00 


60000134 


C 




7 


.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



lOU WIRES/CABLES (960) (AT478-C) GF 

lOU WIRES/CABLES (960) (AT478-D) GF 

lOU WIRES/CABLES (962) ( AT51 1-A, AT512-A) GF 

MAINFRAME COMPLEX INSTALLATION & CHECKOUT INSTALLATION GUIDE 

MAINFRAME POWER & ENVIRONMENTAL SUBSYSTEM HARDWARE MAINT GUIDE .. 

MAINFRAME POWER & ENVIRONMENTAL SUBSYSTEM THEORY & DIAGRAMS 

MG INTERFACE UNIT ( I/F) HARDWARE MAINTENANCE GUIDE 

MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY REFERENCE (960,962) 
MSL 153/155, CYBER 96X MAINT SOFTWARE RM (TEST DESC) (960,962) .. 

MSL 153/155 REFERENCE MANUAL TEST PROCEDURES (960,962) 

REMOTE TECHNICAL ASSISTANCE HANDBOOK (960,962) 

SYSTEM TROUBLESHOOTING GUIDE 

VIRTUAL STATE HARDWARE REFERENCE GUIDE VOL . 1 

VIRTUAL STATE HARDWARE REFERENCE GUIDE VOL . 2 

CYBER 992/994 COMPUTER SYSTEM 

CHASSIS 1 & 2 C/0 TABS W/L ( ADl 15-C/D, ADl 16-B) GF 

CHASSIS 1 & 2 CROSSTABS (ADl 15-C/D, ADl 16-B) GF 

CHASSIS 3 C/0 TABS W/L ( AD115-C/D, ADl 15-A&B W/AT500-A&B) GF 

CHASSIS 3 CROSSTABS (AD115-C/D, AD115-A&B W/AT500-A&B) GF 

CM L0-L3 DIAGRAMS HMM ( 5 VOLS ) ( 992 , 994 ) 

CM L4 DIAGRAMS HMM (10 VOLS) (992,994) 

CODES BOOKLET (992,994) 

CP MAINTENANCE, PARTS DATA HMM (992,994) 

CYBER INITIALIZATION PKG (CIP) RM (992) 

CYBER INITIALIZATION PKG (CIP) RM (994) 

HARDWARE REFERENCE (CYBER 170 STATE) (994) 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 (992,994) 

lOU L0-L3 DIAGRAMS HMM VOL .1 (992,994) 

lOU HMM (992,994) ( AT478-B/AT481-B) 

lOU HMM (992,994) ( AT511-A/AT512-A) 

lOU W/L (992) (AT511-A/AT512-A) GF 

lOU W/L (994) (AT478-B/AT481-B) GF 

MAINTENANCE REGISTERS CODES BOOKLET (CPU,CM,IOU) (992,994) 

MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY REFERENCE (992,994) 
MSL 153/155, CYBER 96X MAINT SOFTWARE RM (TEST DESC) (992,994) .. 

MSL 153/155 REFERENCE MANUAL TEST PROCEDURES (992,994) 

MSL 155 MAINTENANCE SOFTWARE RM (CPU/MEMORY TESTS) (992,994) 

OPTIONAL CM UPGRADES INSTALL/CHECKOUT HMM (992,994) 

OPTIONAL CP & lOU UPGRADES INSTALLATION ( 992 , 994 ) 

POWER DIST/WARNING SYSTEM HMM (992,994) 

POWER DIST/WARNING SYSTEM W/L HMM ( 992 , 994 ) GF 

REMOTE TECHNICAL ASSISTANCE HANDBOOK ( 992 , 994 ) 

SMAQR VOL.1 (992,994) 

SMAQR VOL.2 (992,994) 

SYSTEM POWER MONITOR (SPM) TROUBLESHOOTING GUIDE (992,994) 

WATER COOLING SYSTEM HMM (992,994) ., 

1827-7 MATRIX PRINTER (USE CT104-A) 



60000446 


B 




7, 


,00 


60000553 


A 




7. 


,00 


60000135 


C 




9, 


.00 


60000120 


E 


03 


37, 


,00 


60000125 


H 


03 


19, 


.00 


60000121 


L 


06 


26, 


.00 


60000124 


C 


03 


8, 


.00 


60456530 


AB 


03 


34, 


.00 


60461920 


H 


03 


49, 


,00 


60461110 


L 


03 


26, 


.00 


60000078 


D 




13, 


.00 


60000122 


F 


03 


49, 


.00 


60000132 


C 


03 


12, 


.00 


60000133 


C 


03 


45, 


.00 


60000390 


A 




26, 


.00 


60000391 


A 




10, 


.00 


60000392 


A 




* 




60000393 


A 




* 




60462100 


J 


06 


361, 


.00 


60462190 


AE 


06 


584, 


.00 


60458100 


F 




29, 


.00 


60462150 


P 


03 


23, 


.00 


60000421 


C 


03 


15, 


.00 


60000420 


C 


03 


20, 


.00 


60469290 


H 


03 


52, 


.00 


60462090 


H 


03 


10, 


.00 


60463540 


R 


06 


109, 


.00 


60000345 


N 


03 


24, 


.00 


60000346 


N 


03 


23, 


.00 


60000396 


B 




* 




60000395 


B 




* 




60458110 


J 




49, 


.00 


60456530 


AB 


03 


34, 


.00 


60461920 


H 


03 


49, 


.00 


60461110 


L 


03 


26, 


.00 


60000428 


A 


03 


8, 


.00 


60000297 


A 


03 


36 


.00 


60000318 


A 


03 


48, 


.00 


60461620 


R 


03 


42, 


.00 


60461890 


D 




14, 


.00 


60000078 


D 




13, 


.00 


60462110 


E 


03 


11, 


.00 


60462111 


D 


03 


51, 


.00 


60463510 


D 


03 


13, 


.00 


60461610 


M 


03 


30, 


.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



1827-70 LINE PRINTER 
HARDWARE REFERENCE 



60000608 A 



03 



9.00 



1833-1/2/3/6/11/31 STORAGE MODULE DRIVE (USE BJ402-A/B) 
1833-4 CARTRIDGE DISK DRIVE CONTROLLER (USE FAlll-A) 
1843-5 SYNCHRONOUS DATA LINK CONTROL (USE FJ129-A) 
1860-1/2 MAGNETIC TAPE SUBSYSTEM 7-TRACK NRZI (USE BWIOI-A) 
1860-3/4 MAGNETIC TAPE SUBSYSTEM 9-TRACK NRZI (USE BWIOI-A) 
1867-1/2/3/4/5/10/40 STORAGE MODULE DRIVE (USE BJ402-A/B) 
1867-3/4 MODULE DRIVE ADAPTER (USE GB145-A/B) 

CYBER 2000 COMPUTER SYSTEM 

CABLES/WIRE LIST (19403-11/12) GF 

CP/CM/CMC LO & POWER/ENVIRONMENTAL DIAGRAMS 

GENERIC MAINTENANCE ERROR CODES SYSTEM DIAGNOSTIC MESSAGES . . 

HARDWARE REFERENCE VOL .1 

HARDWARE REFERENCE VOL .2 

INSTALLATION GUIDE 

INTRODUCTION TO ARCHITECTURE 

INTRODUCTION TO FORTRAN CONCEPTS 

lOU L0-L3 THEORY/DIAGS HMM 

MAINTENANCE GUIDE 

MAINTENANCE SHELL COMMAND CARD 

MSL 15X MAINTENANCE SOFTWARE LIBRARY REFERENCE 

MSL 15X MODEL INDEPENDENT SOFTWARE REFERENCE 

PPS DIAGNOSTICS REFERENCE 

QUICK REFERENCE GUIDE 

SERVICE PROCESSOR REFERENCE 

SYSTEM CONSOLE OPERATIONS, MAINTENANCE & REFERENCE OPERATION GD . 
SYSTEM CONSOLE USER INTERFACE/CIP REFERENCE 

2550-2 (MOS) HOST COMMUNICATIONS PROCESSOR 

HMM VOL.1 (2554-16/32,2556-2/3/4,2558-1,2571-1) 

HMM VOL.2 (2552-1,2550-100) 

2551-1/2/3/4 (2552-2) NETWORK PROCESSOR UNIT 

HMM 

HRM 

2554-16/32 MEMORY EXPANSION MODULES (USE 2550-2) 
2556-2/3/4 COMMUNICATIONS LINE EXPANSION UNITS (USE 2550-2) 
2558-1 COMMUNICATIONS COUPLER (USE 2550-2) 

2560-1/2/3 (2550 SERIES) SYNCHRONOUS COMMUNICATIONS LINE ADAPTER 
HMM 

2561-1 (2550 SERIES) ASYNCHRONOUS COMMUNICATIONS LINE ADAPTER 

HMM 

2571-1 PERIPHERAL CONTROLLER (USE 2550-2) 
2601-4/5 CDCNET (USE GH120/GH121) 



60000565 


A 




* 




60000338 


F 


06 


37, 


.00 


60000582 


B 


03 


12, 


.00 


60000330 


B 


03 


12, 


.00 


60000331 


B 


03 


44, 


.00 


60000329 


D 


03 


17, 


.00 


60000457 


B 


03 


6, 


.00 


60000467 


B 


03 


5, 


.00 


60000235 


E 


06 


62, 


.00 


60000334 


G 


03 


43, 


.00 


60000538 


A 




3 


.00 


60000541 


B 


03 


16, 


.00 


60469390 


R 


03 


46, 


.00 


60000542 


B 


03 


16, 


.00 


60000335 


A 


03 


17, 


.00 


60000540 


A 


03 


31, 


.00 


60000537 


B 


03 


9, 


.00 


60000539 


B 


03 


18, 


.00 


74701000 


E 


03 


« 




74701010 


01 


03 


t 




60472000 


M 


03 


* 




60472800 


F 


03 


15. 


.00 



74700700 G 



74700900 H 



03 



03 



15.00 



12.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



2629 CDCNET ADAPTER (USE CYBER 930) 

3000 SERIES COMPUTER SYSTEM 

PERIPHERAL EQUIPMENT CODES INSTANT 

3270-A/B (8271-E) TRANSFER SWITCH CONTROLLER 

HRM/CE 

5380-100 (BS231-A, 5380-170) STORNET SUBSYSTEM (SNSS) 

HRM 

5380-170 (BT481-A) LOW SPEED PORT UPGRADE (USE 5380-100) 

5680 CYBER CARTRIDGE TAPE SUBSYSTEM (CCTS) 

AUTOMATIC CARTRIDGE LOADER ILLUSTRATED PARTS CATALOG 

AUTOMATIC CARTRIDGE LOADER MAINTENANCE MANUAL 

CARTRIDGE DRIVE LOGICS 

CONTROL UNIT LOGICS ( 2 VOLS ) 

ILLUSTRATED PARTS CATALOG 

MAINTENANCE MANUAL ( 2 VOLS ) 

OPERATORS GUIDE 

PART NUMBER COMPATIBILITY MANUAL 

REMOTE DIAGNOSTIC ACCOUNT EQUIPMENT INSTALLATION MANUAL . . 

THEORY OF OPERATION ( 2 VOLS ) 

USERS GUIDE (5680-11,5682-12/14) 

5698 CYBER MAGNETIC TAPE SUBSYSTEM (USE 31 IXC-OHI , 308XC-OHI ) 

5698-10/11/12 CYBER MAGNETIC TAPE SUBSYSTEM ( CMTS ) 

USERS GUIDE 

5744 AUTOMATED CARTRIDGE SUBSYSTEM (ACS) 

ACES EXERCISE SYSTEM USERS GUIDE 

ADMINISTRATION GUIDE 

ASSEMBLY & INSTALLATION MANUAL 

ILLUSTRATED PARTS CATALOG 

INSTALLATION & SERVICE 

LIBRARY CONTROL UNIT (LCU) LOGIC 

LIBRARY MANAGEMENT UNIT (LMU) LOGIC 

LIBRARY STORAGE MODULE ( LSM) LOGIC 

MAINTENANCE MANUAL 

PART NUMBER COMPATIBILITY MANUAL 

SYSTEM PROGRAMMERS GUIDE 

USER GUIDE 

5830 DISK ARRAY SUBSYSTEM (DAS) 

CONFIGURATION GUIDE 

REFERENCE 

5831 DISK ARRAY SUBSYSTEM (DAS) CONTROLLER 

REFERENCE 



60113400 M 



60417300 B 



60000188 B 



03 



03 



8.00 



9.00 



60000506 


A 


03 


7, 


.00 


60000507 


A 


03 


15, 


.00 


60000508 


A 


03 


96, 


.00 


60000509 


A 


03 


184, 


.00 


60000523 


A 


03 


5, 


.00 


60000502 


A 


03 


61, 


.00 


60000504 


A 


03 


9, 


.00 


60000503 


A 


03 


13. 


,00 


60000505 


A 


03 


5, 


.00 


60000501 


A 


03 


59. 


,00 


60000456 


A 


03 


11, 


.00 



60000397 


A 


03 


6, 


.00 


60000517 


A 


03 


10 


.00 


60000519 


A 


03 


26, 


.00 


60000510 


A 


03 


30, 


.00 


60000512 


A 


03 


10, 


.00 


60000516 


A 


03 


23, 


.00 


60000514 


A 


06 


22, 


.00 


60000515 


A 


06 


32, 


.00 


60000513 


A 


06 


39, 


.00 


60000511 


A 


03 


69, 


.00 


60000520 


A 


03 


15, 


.00 


60000518 


A 


03 


28, 


.00 


60000459 


A 


03 


10, 


,00 


60000494 


C 


03 


7, 


.00 


60000552 


F 


03 


14, 


.00 


60000551 


E 


03 


13. 


.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product /System) 

Fiche Publ No. Rev Bind Price 



5837 5-1/4 INCH DISK DRIVE 

REFERENCE 

6000 COMPUTER SYSTEMS (6014,6015,6200,6400,6500,6600,6700) 

CENTRAL/PERIPHERAL PROCESSOR INSTRUCTIONS CARD 

INPUT/OUTPUT SPECIFICATIONS 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY REFERENCE 

MSL 130/140 CMSE COMMANDS CARD 

MSL 130/140 INSTANT 

SYSTEM MAINTENANCE MONITOR (SMM) HRM 

SYSTEM MAINTENANCE MONITOR ( SMM) RM ( 3 VOLS ) 

6681-B/C/D/E/F (6684-1/2) DATA CHANNEL CONVERTER 

HRM 

6683-D SATELLITE COUPLER CHASSIS 

HMM 

6684-1/2 {DC211-A) DATA CHANNEL CONVERTER (USE 6681-B/C/D/E/F) 

7021-31/32 (702 1-4 1/42, FA450-A/B/C/D,FV619-A/B,FV620-A,FV632-A, 
677-2/3/4,679-2/3/4/5/6/7) ADV TAPE SUBSYSTEM MAG TAPE CONTROLLERS 

OPERATORS TROUBLESHOOTING GUIDE 

SUBSYSTEM REFERENCE 

HMM INFO (USE FA450-A/B/C/D) 

7030-lXX (CYBER 170 MODELS 720-760) EXTENDED CORE STORAGE II 

HRM 

7040-100/200 EXTENDED SEMICONDUCTOR MEMORY (ESM I & II) (BU240,241, 
242,243,244,245,246,247,GH249-A) 

HRM ( ESM I ) ( STD PROD/STD PROD EXPANSIONS ) 

HRM (ESM I) (STD PROD/STD PROD & SPEC EDUC PROD EXPAN) 

LOGIC MODULE SCHEMATICS HMM (ESM I & II ) GF 

REFRIGERATION SYSTEM HMM (ESM I & II ) 

TROUBLESHOOTING GUIDE ( ESM I & II) 

7155 (FA211-A/B,844-4X,885) DISK STORAGE SUBSYSTEM 

OFF-LINE MAINTENANCE LIBRARY REFERENCE 

REFERENCE 

TROUBLESHOOTING GUIDE 

7 155- IX DISK STORAGE SUBSYSTEM 

OPERATOR MAINTENANCE GUIDE 

7165-21/22 MASS STORAGE CONTROLLERS (USE 895) 
7221-1 ISMT ADAPTER (USE FA165-A) 
7221-11 TAPE ADAPTER (USE CYBER 930) 



60000590 


A 


03 


10, 


.00 


60164500 


C 




2, 


.00 


60352500 


G 


03 


* 




60455770 


F 


03 


* 




60456390 


F 




5, 


.00 


60456900 


D 




44, 


.00 


60409500 


D 


03 


102, 


.00 


60160600 


F 


03 


144, 


.00 


60334400 


L 


03 


8, 


.00 


60440900 


G 


03 


* 





60456050 


C 


03 


t 




60449600 


L 


03 


5, 


.00 


60430000 


G 


03 


t 




60455990 


G 


03 


18, 


.00 


60457680 


E 


03 


* 




60458340 


M 




30, 


,00 


60458350 


L 


03 


* 




60457560 


F 


03 


33. 


,00 


60459080 


B 


03 


t 




60455860 


L 


03 


7. 


,00 


60456010 


N 


03 


14, 


.00 


60456650 


E 


03 


4, 


,00 
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HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



7639-1/21 (7639-2/22, FA103-A/B/C,FA202-A/B/C/D/E/F,STD OPTIONS 
10339-1/10424-1,10423-1/2) MASS STORAGE CONTROLLERS 
HRM 

7639-2/22 MASS STORAGE CONTROLLER (USE 7639-1/21) 

7990 (7990-31) TAPE STORAGE SUBSYSTEM 

DIAGNOSTIC MANUAL 

INSTALLATION MANUAL (7990-31) 

7990-11/12 (7991-11/12) TAPE STORAGE (USE BE604-A) 

7990-31 (7991-12) TAPE STORAGE SUBSYSTEM 

MAINTENANCE MANUAL 

SUBSYSTEM REFERENCE 

7991-12 STORAGE MODULE (USE 7990-31 TAPE STORAGE SUBSYSTEM) 

7992-10 TAPE STORAGE SUBSYSTEM 

INSTALLATION 

827 1-E CHANNEL TRANSFER SWITCH/INDICATOR (USE 3270-A/B) 

8890 REMOTE TERMINAL UNIT 

DIAGRAMS MANUAL 

HARDWARE MAINTENANCE MANUAL 

SYNCHRONOUS TYPE II COMMUNICATIONS PROTOCOL REFERENCE MANUAL .... 

TYPE I COMMUNICATIONS PROTOCOL REFERENCE MANUAL 

TYPE II COMMUNICATIONS PROTOCOL REFERENCE MANUAL 

9334 (CK130-A/B) MATRIX PRINTER 

HMM 

OPERATOR INSTALLATION & REFERENCE 

9383/9386 LINE PRINTER EQUIPMENT (USE CTIAI-Y/Z) 

9639 TAPE SUBSYSTEM (USE CYBER 930) 

9730-1 TAPE/DISK SUBSYSTEM (USE CYBER 930) 

9836 DISK SUBSYSTEM OR DISK CABLE (USE CYBER 930) 

9853-XX DISK STORAGE SUBSYSTEM (DSS) 

INSTALLATION & MAINTENANCE . 

10443-1 (10445-1/2) MODULE DRIVE ADAPTER (USE GB145-A/B) 

10475-XXX/10476-XXX (TN469/470) CYBER POWER ISLAND 

INSTALLATION/HMM 

SCHEMATIC & ASSEMBLY DRAWINGS 

10555-1 UPGRADE OPTION (USE 895) 

10591-1 DATA RECORDING CONTROLLER (USE BF801-A) 

10593-1 DATA RECORDING DEVICE (USE BE818-A) 



60437300 J 



60000524 A 
60000534 A 



60000525 A 
60000423 E 



60000528 A 



60000225 D 



41618580 
41618579 



03 



03 
03 



03 
03 



03 



03 



14.00 
19.00 



45.00 
13.00 



19.00 



60467920 


B 


03 


32, 


.00 


60467910 


A 


03 


21, 


,00 


60467990 


A 


03 


6, 


.00 


60467940 


A 


03 


5, 


.00 


60467950 


B 


03 


6, 


.00 


15051295 


C 


03 


26, 


.00 


15051290 


B 


03 


* 





4.00 



10.00 
7.00 
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Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



18001-1/2 DATA CHANNEL CONVERTER 

HMM 

HRM 

18002-3 SYSTEM CONSOLE (CYBER 810/830) (USE CC599) 
19002 CONSOLE (USE CYBER 930) 

19002-11 SYSTEM CONSOLE (CYBER 930) (USE CC599) 
19002-12 SYSTEM CONSOLE (CYBER 930) (USE CC599) 

CYBER 19003 SYSTEM CONSOLE (CC598-A/B/D/E) 

OPERATION & MAINTENANCE GUIDE 

19101 MEMORY INCREMENT (USE CYBER 930) 

19102 CHANNEL CONVERTER (USE CYBER 930) 

19103 I/O CLUSTER (USE CYBER 930) 

19104 BATTERY BACKUP (USE CYBER 930) 

19107 PROCESSOR UPGRADE OR MAINFRAME UPGRADE OR PROCESSOR 

INCREMENT (USE CYBER 930) 
19112 MEMORY INCREMENT (USE CYBER 930) 

19404-1/2/3/10/11/12 CYBER CHANNEL COUPLER (CCC) 

HMM 

HRM 

3350X SOLEX DISK AIDES (USE 33801) 

33800 SOLEX DISK AIDES (USE 38800) 

33801 (3350X,3330X, 38800) SOLEX DISK AIDES 

USER GUIDE VOL .2 . 

USER GUIDE VOL .3 

38800/33800 (33801) SOLEX DISK AIDES 

USER GUIDE VOL .4 

38800-X SERIES DISK STORAGE SUBSYSTEMS 

MAINTENANCE OVERVIEW/GUIDE 

38800-1 DISK STORAGE SUBSYSTEM 

REFERENCE 

40003-22/23 INFORMATION SYSTEMS TERMINAL II 

HMM (SITE & SUPPORT INFO) 

40003-200/203/204/205/206 PLATO FLEX DISK SUBSY (USE FA501-A/B/C/D) 
40003-208/209 GRAPHIC PRINTER (USE CL607-A/B) 
65044 CONTROL CABINET (USE GH445-A/B) 
65214-1/2 CARD PUNCH SUBSYSTEM (USE CF519-A/B) 

65223-1 (AE126-B) SEISMIC PROCESSOR 1 

HRM . 



GF 



60459100 J 6.00 

60458990 D 03 * 



60463610 J 03 17.00 



60000496 C 03 
60000495 A 03 



49.00 
18.00 



60468920 K 03 « 
60465350 H 03 35.00 



60467230 A 03 12.00 



60467070 A 03 42.00 



60467260 A 03 18.00 



62940007 J 03 * 



60457490 E 03 



3-16 



Catalog Description 



HARDWARE MANUALS (Listed by Product/System) 

Fiche Publ No. Rev Bind Price 



65325 MAP IV (USE AE127-A) 

65354-1 MATRIX ALGORITHM PROCESSOR V (MAP V) 

NOS/VE SOFTWARE INSTALLATION & OPERATION USAGE 

65445 CONTROL CABINET (USE GH446-A/B) 

65639 SPECIAL CABLE ADAPTER (USE CYBER 930) 

65810/65830 (AA179-A) COMP SYS (USE CYBER 180 MODELS 65810/65830) 

CYBER 65850 OPTICAL STORAGE SYSTEM 

HMM VOL. 1 

HMM VOL.2 (DIAGRAMS) 

80450-10/20/30 BAND PRINTERS (CERTAINTY 450 SERIES) (CT107-A, 
CT108-A,CT111-A,FA743-A/B) 
HMM ( SUPPORT INFO ) 

99020 HPS CONTROLLER 

REFERENCE 

51909301-51909303 (51909304-51909306) NON-IMPACT PRINTER 

HMM 

61370900 (61370901,61370902,61370905,61370906,61407438,61407658, 
61407659,61407750) VIDEO-DISPLAY UNIT 
HMM 

61375300 (61407520,61407564,61407573) KEYBOARD MODULE 

SPECIAL PURPOSE/HMM 



60460970 A 03 



60000349 B 03 15.00 

60000350 A 06 25.00 



62947913 B 03 30.00 



60000559 B 03 14.00 



62952500 G 03 * 



62961800 K 03 * 



62961500 E 03 * 
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SOFTWARE MANUALS 
(Listed by Operating System) 



SOFTWARE MANUALS (Listed by Operating 



Catalog Description 



System) 

Fiche Publ No. Rev Bind Price 



CYBER 170 MODELS 815,825,835,845,855 

CYBER 180 MODELS 810,830,835,840,845,850,855,860,870,930,960,990, 
995,810A,830A,840A,850A,860A,870A,9 30-11,930-31,990E,99 5E 
tttttttt 
NOS/VE 1 
tttttttt 
SYSTEMS 

ACCOUNTING ANALYSIS SYSTEM USAGE 

ACCOUNTING & VALIDATION UTILITIES FOR DUAL STATE USAGE 

DESKTOP/VE HOST UTILITIES USAGE 

FILE ARCHIVING USAGE 

FILE EDITOR TUTORIAL/USAGE 

GLOBAL INDEX REFERENCE 

LCN CONFIGURATION & NETWORK MANAGEMENT USAGE 

NETWORK MANAGEMENT USAGE 

OPERATIONS USAGE 

SCREEN FORMATTING USAGE 

SYSTEM PERFORMANCE & MAINTENANCE VOL.1: PERFORMANCE USAGE 

SYSTEM PERFORMANCE & MAINTENANCE VOL.2: MAINTENANCE USAGE 

APPLICATIONS 

ADA REFERENCE 

ADA USAGE 

ADVANCED FILE MANAGEMENT USAGE 

AMIGAS II ADMINISTRATORS MANUAL 

AMIGAS II PROGRAMMERS REFERENCE 

APL FILE UTILITIES USAGE 

APL LANGUAGE DEFINITION 

ASPEC QUICK REFERENCE CARD 

BASIC SUMMARY 

BASIC USAGE 

BUILD UTILITY USAGE 

C FOR NOS/VE USAGE & REFERENCE 

C FOR NOS/VE VERSION 2 USAGE & REFERENCE 

CARTRIDGE SYSTEM/VE FOR 5744 USAGE 

CARTRIDGE SYSTEM/VE FOR 7992 USAGE 

CDCNET BATCH DEVICE USER GUIDE 

CDCNET COMMANDS 

CDCNET CONCEPTUAL OVERVIEW 

CDCNET CONFIGURATION GUIDE 

CDCNET NETWORK MANAGEMENT STATION OPERATORS GUIDE 

CDCNET NETWORK OPERATIONS & ANALYSIS , 

CDCNET PRODUCT CONFIGURATOR SUMMARY , 

CDCNET PRODUCT DESCRIPTIONS , 

CDCNET TCP/IP PROGRAMMING INTERFACES & APPLICATIONS , 

CDCNET TERMINAL INTERFACE USAGE , 

CML/VE REFERENCE 

COBOL SUMMARY , 

COBOL TUTORIAL , 

COBOL USAGE 

COMMANDS & FUNCTIONS REFERENCE 

COMMON LISP - THE LANGUAGE 



60463923 


E 


03 


14 


.00 


60458910 


E 


03 


6 


.00 


60463918 


D 


03 


9 


.00 


60463944 


D 


03 


31 


.00 


60464015 


H 


03 


40 


.00 


60464010 


A 


03 


14 


.00 


60463917 


D 


03 


16 


.00 


60463916 


G 


03 


36 


.00 


60463914 


N 


03 


37 


.00 


60488813 


G 


03 


59 


.00 


60463915 


L 


03 


53 


.00 


60463925 


M 


03 


73 


.00 


60498118 


A 


03 


51 


.00 


60498113 


B 


03 


27, 


.00 


60486413 


N 


03 


55, 


.00 


60000263 


A 


03 


24, 


.00 


60000264 


E 


03 


51, 


.00 


60485814 


01 


03 


6, 


.00 


60485813 


C 


03 


110, 


.00 


60388401 


C 




* 




60486319 


B 




6, 


.00 


60486313 


E 


03 


82, 


.00 


60487413 


C 


03 


15, 


,00 


60469830 


G 


03 


34. 


,00 


60469831 


D 


03 


33. 


,00 


60463928 


A 


03 


8. 


,00 


60463927 


A 


03 


8, 


,00 


60463863 


G 


03 


20. 


,00 


60000414 


C 


03 


82. 


,00 


60461540 


C 




31. 


,00 


60461550 


J 


03 


80. 


,00 


60000568 


B 


03 


17. 


,00 


60461520 


J 


03 


49. 


,00 


60083919 


E 




2. 


00 


60460590 


E 


03 


33. 


00 


60000214 


G 


03 


52. 


00 


60463850 


G 


03 


45. 


00 


60000019 


J 


03 


10. 


00 


60486019 


D 




16. 


00 


60486012 


B 


03 


12. 


00 


60486013 


N 


03 


71. 


00 


60464018 


L 


03 


102. 


00 


60486201 


A 




57. 


00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



CONNECT FOR THE IBM PC VI . 1 USER GUIDE (FOR Z-100) 

CONNECT FOR THE IBM PC VI . 4 USER GUIDE 

CONNECT FOR MACINTOSH V2 . 2 USERS GUIDE 

CONNECT PLUS FOR THE IBM PC VI .0 USERS GUIDE 

CONTROL DATA SOFTWARE SUPPORT 

CONTROL DATA SOFTWARE SUPPORT SUMMARY CARD 

CYBER 930 GUIDE TO OPERATIONS 

CYBIL FILE MANAGEMENT USAGE 

CYBIL KEYED-FILE & SORT/MERGE INTERFACES USAGE 

CYBIL LANGUAGE DEFINITION USAGE 

CYBIL LANGUAGE SERVICES USAGE 

CYBIL SEQUENTIAL & BYTE-ADDRESSABLE FILES USAGE 

CYBIL SYSTEM INTERFACE USAGE 

DEBUG USAGE 

DESKTOP/VE FOR MACINTOSH USAGE (WITHOUT BINDER) 

DIAGNOSTIC MESSAGES USAGE 

DIAGNOSTIC VIRTUAL SYSTEM USAGE 

DM COMMAND PROCEDURES REFERENCE 

DM CONCEPTS & FACILITIES 

DM ERROR MESSAGE SUMMARY 

DM FUNDAMENTAL QUERY & MANIPULATION 

DM REPORT WRITER REFERENCE 

DM SYSTEM ADMINISTRATORS REFERENCE 

DM UTILITIES REFERENCE , 

DUCT V4 . 4 REFERENCE 

DWB/VX INTRODUCTION & USER REFERENCE , 

DWB/VX MACRO PACKAGES GUIDE 

DWB/VX PREPROCESSORS GUIDE , 

DWB/VX TEXT FORMATTERS GUIDE 

EDL ADMINISTRATORS , 

EDL REFERENCE , 

FILE SERVER FOR STORNET & ESM II USAGE , 

FORTRAN KEYED-FILE & SORT/MERGE INTERFACES USAGE 

FORTRAN LIB99 USAGE , 

FORTRAN QUICK REFERENCE , 

FORTRAN TOPICS FOR FORTRAN PROGRAMMERS USAGE , 

FORTRAN VI LANGUAGE DEFINITION USAGE , 

FORTRAN V2 LANGUAGE DEFINITION USAGE , 

FTAM/VE USAGE , 

HPA/VE REFERENCE , 

ICEM BEND/UNBEND REFERENCE '. . , 

ICEM/DDN INSTANT/GLOBAL GLOSSARY REFERENCE , 

ICEM DUCT TABLET OVERLAY V4 . 3 , 

ICEM ELECTRONICS ASPEC IC USER/REFERENCE 

ICEM ELECTRONICS ED-LAYOUT/DDN INTERFACE USER/REFERENCE 

ICEM ELECTRONICS/UNIPLOT INTERFACE USER/REFERENCE 

ICEM HYDRAULICS REFERENCE , 

ICEM PLUS MENUS USER GUIDE 

ICEM V2 ADVANCED DESIGN REFERENCE 

ICEM V2 DDN TABLET OVERLAYS ( VER. 2.1.1) 

ICEM V2 DESIGN/DRAFTING BASIC CONSTRUCTION REFERENCE . . . 



60462560 


B 


03 


36, 


.00 


60000180 


B 




10, 


.00 


60000001 


E 




6, 


.00 


60000388 


A 




9, 


.00 


60494500 


C 


03 


18, 


.00 


60494519 


D 




1, 


.00 


60469560 


H 


03 


15, 


.00 


60464114 


J 


03 


44, 


.00 


60464117 


K 


03 


63, 


.00 


60464113 


K 


03 


56, 


.00 


60487300 


B 


03 


7, 


.00 


60464116 


E 


WB 


16, 


.00 


60464115 


K 


03 


54, 


.00 


60488213 


E 


03 


82, 


.00 


60464503 


C 


03 


25, 


.00 


60464613 


N 


03 


96, 


.00 


60469720 


L 


03 


27, 


.00 


60487905 


ElE 


03 


37, 


.00 


60487900 


ElE 


03 


77, 


.00 


60487906 


ElE 


03 


43, 


.00 


60487903 


ElE 


03 


81, 


.00 


60487904 


ElE 


03 


41, 


.00 


60487902 


ElE 


03 


24, 


.00 


60487901 


ElE 


03 


60, 


.00 


60000260 


02 


WB 


103, 


.00 


60469890 


B 


WB 


17, 


.00 


60469910 


A 


WB 


35, 


.00 


60469920 


A 


WB 


18, 


.00 


60469900 


B 


WB 


15, 


.00 


60000195 


B 


03 


50, 


.00 


60000194 


B 


03 


37, 


.00 


60000190 


E 


03 


15, 


.00 


60485917 


C 


03 


121, 


.00 


60485915 


E 


03 


63, 


,00 


60485918 


C 


WB 


30, 


.00 


60485915 


B 


03 


40, 


,00 


60485913 


M 


03 


156, 


.00 


60487113 


G 


03 


110, 


,00 


60000455 


A 


03 


11, 


.00 


60461930 


M 


03 


69, 


,00 


60000223 


02 


03 


13, 


,00 


60000149 


B 


03 


16. 


,00 


60000232 


A 




74, 


,00 


60388400 


C 


03 


* 




60000242 


B 


03 


* 




60000270 


B 


03 


* 




60000272 


A 


03 


23, 


,00 


60000295 


A 


03 


9. 


,00 


60000205 


B 


03 


37. 


,00 


60000240 


C 




78. 


,00 


60000202 


B 


03 


24. 


,00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



ICEM V2 DESIGN/DRAFTING DATA MANAGEMENT REFERENCE 

ICEM V2 DESIGN/DRAFTING DRAFTING FUNCTIONS REFERENCE 

ICEM V2 DESIGN/DRAFTING INTRODUCTION & SYSTEM CONTROLS REFERENCE. 

ICEM V2 ENVIRONMENT MANAGEMENT SYSTEM USER GUIDE 

ICEM V2 FACILITIES REFERENCE 

ICEM V2 FACILITIES TABLET OVERLAY ( VER 2.0) 

ICEM V2 GPL REFERENCE 

ICEM V2 IGES TRANSLATORS REFERENCE 

ICEM V2 NUMERICAL CONTROL REFERENCE 

ICEM V2 SOLID MODELING REFERENCE 

IM/CONTROL USAGE 

IM/DM INSTALLATION & USERS GUIDE 

IM/FAST ADMINISTRATION USAGE 

IM/FAST PROGRAMMING USAGE 

IM/QUICK SUMMARY 

IM/QUICK USAGE 

IM/SMART USAGE 

INTRODUCTION TUTORIAL 

IPF2 APPLICATION REFERENCE 

LISP LANGUAGE DEFINITION USAGE SUPPLEMENT 

MAIL/VE SUMMARY 

MAIL/VE V2 ADMINISTRATION USAGE 

MAIL/VE V2 USAGE 

MALET/VE REFERENCE 

MATH LIBRARY USAGE 

MIGRATION FROM IBM TO NOS/VE TUTORIAL/USAGE 

MIGRATION FROM NOS TO NOS/VE USAGE 

MIGRATION FROM NOS/BE TO NOS/VE STANDALONE TUTORIAL/USAGE 

MIGRATION FROM NOS/BE TO NOS/VE TUTORIAL/USAGE 

MIGRATION FROM VAX/VMS TO NOS/VE TUTORIAL/USAGE 

OBJECT CODE MANAGEMENT USAGE 

OFFICEWARE APPLICATIONS USAGE 

OFFICEWARE BASIC OPERATIONS USAGE 

OFFICEWARE SYSTEM ADMINISTRATION REFERENCE 

ONLINE MANUAL COMMAND SUMMARY CARD 

ONLINE MANUAL SYSTEMS USAGE (TOPICS & CONTEXT) 

OPTICAL STORAGE SYSTEM USAGE 

PASCAL SUMMARY 

PASCAL USAGE 

PATRAN USER GUIDE VOL .1 

PATRAN USER GUIDE VOL .2 

PROFESSIONAL PROGRAMMING ENVIRONMENT USAGE 

PROGRAMMING ENVIRONMENT SUMMARY/TUTORIAL 

PROLOG USAGE 

REMOVABLE MEDIA MANAGEMENT SYSTEM USAGE 

SCL ADVANCED FILE MANAGEMENT SUMMARY 

SCL ADVANCED FILE MANAGEMENT TUTORIAL 

SCREEN DESIGN FACILITY/DATA MANAGEMENT USAGE 

SCREEN DESIGN FACILITY/SCREEN FORMATTING USAGE 

SECURITY ADMINISTRATION USAGE 

SOURCE CODE MANAGEMENT USAGE 



60000204 


B 


03 


41, 


.00 


60000203 


B 


03 


28, 


.00 


60000201 


B 


03 


30, 


.00 


60000192 


A 


03 


23, 


.00 


60000221 


B 


03 


20, 


.00 


60000231 


A 




2, 


.00 


60000207 


B 


03 


65, 


.00 


60000148 


B 


03 


7, 


.00 


60000206 


B 


03 


54, 


.00 


60000147 


B 


03 


32, 


.00 


60488913 


C 


03 


222, 


.00 


60487907 


B 


03 


24, 


.00 


60487513 


B 


03 


83 


.00 


60487514 


B 


03 


40, 


.00 


60485714 


D 




2, 


.00 


60485713 


A 


03 


27, 


.00 


60488513 


C 


03 


44 


.00 


60464012 


D 


03 


27, 


.00 


84001950 


G 


03 


* 




60486213 


B 


03 


20, 


.00 


60464519 


A 




1, 


.00 


60464515 


E 


03 


32, 


.00 


60464514 


E 


03 


28, 


.00 


60461940 


J 


03 


15, 


.00 


60486513 


J 


03 


37, 


.00 


60489507 


B 


03 


47, 


.00 


60489503 


I 


03 


55, 


.00 


60489506 


E 


03 


66, 


.00 


60489505 


G 


03 


146, 


.00 


60489508 


F 


03 


67, 


.00 


60464413 


K 


03 


35, 


.00 


60000015 


B 


WB 


32, 


,00 


60000014 


B 


WB 


24, 


,00 


60000016 


A 


WB 


28, 


.00 


60463919 


A 




2, 


,00 


60488403 


F 


03 


16. 


,00 


60463926 


B 


03 


14, 


,00 


60485619 


B 




1. 


,00 


60485613 


H 


03 


33. 


,00 


60462460 


02 


WB 


113. 


,00 


60462470 


01 


WB 


113. 


,00 


60486613 


G 


03 


33. 


,00 


60486819 


E 




10. 


,00 


60486713 


B 


03 


38. 


,00 


60463947 


A 


03 


18. 


,00 


60486419 


E 




4. 


,00 


60486412 


B 


03 


16. 


,00 


60488618 


B 


03 


20. 


,00 


60488613 


H 


03 


20. 


,00 


60463945 


A 


03 


9. 


,00 


60464313 


J 


03 


26. 


,00 
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SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



SYSTEM USAGE , 

TERMINAL DEFINITION USAGE 

UNIPLOT V3 . 2 REFERENCE 

UPGRADING FROM IM/DM TO IM/BASISPLUS USAGE 

USER VALIDATION USAGE , 

VX/VE ADMINISTRATOR GUIDE & REFERENCE 

VX/VE AN INTRODUCTION FOR UNIX USERS , 

VX/VE PROGRAMMER GUIDE , 

VX/VE PROGRAMMER REFERENCE 

VX/VE USER GUIDE , 

VX/VE USER REFERENCE 

X/WINDOWS FOR NOS/VE & VX/VE USER GUIDE , 

CYBER 180, CYBER 170, CYBER 70 MODELS 71,72,73,74 OR 6000 SERIES 

NOS 2 

tt*tt 
SYSTEMS 

ADMINISTRATION HANDBOOK 

ANALYSIS HANDBOOK , 

APPLICATIONS PROGRAMMERS INSTANT 

DIAGNOSTIC INDEX , 

FULL SCREEN EDITOR USER GUIDE , 

INSTALLATION HANDBOOK , 

OPERATIONS HANDBOOK 

REFERENCE VOL. 1 ( INTRODUCTION TO INTERACTIVE USAGE) , 

REFERENCE VOL. 2 (GUIDE TO SYSTEM USAGE) , 

REFERENCE VOL . 3 ( SYSTEM COMMANDS ) , 

REFERENCE VOL . 4 ( PROGRAM INTERFACE ) 

SCREEN FORMATTING REFERENCE , 

SECURITY ADMINISTRATORS HANDBOOK , 

SYSTEM OVERVIEW , 

SYSTEMS PROGRAMMERS INSTANT 

TAPE MANAGEMENT SYSTEM (TMS) SITE OPERATIONS 

TAPE MANAGEMENT SYSTEM (TMS ) USER REFERENCE , 

APPLICATIONS 

AIRCRAFT HYDRAULIC SYSTEMS DYNAMIC ANALYSIS VOL.1 (HYTRAN) 

AIRCRAFT HYDRAULIC SYSTEMS DYNAMIC ANALYSIS VOL.V (SSFAN) 

APL V2 FILES FORTRAN UTILITIES REFERENCE 

APL V2 REFERENCE 

APL V2/T0TAL V2 INTERFACE REFERENCE , 

APT IV V2 REFERENCE 

ASPEC QUICK REFERENCE CARD 

BASIC V3 REFERENCE 

BASIC V3 SUMMARY 

BINARY MAINTENANCE LOG (BML) MESSAGE FORMATS 

CAM-POST USER GUIDE/REFERENCE 

CAM-PUNCH USER GUIDE/REFERENCE 

CDCNET BATCH DEVICE USER GUIDE 

CDCNET COMMANDS 

CDCNET CONCEPTUAL OVERVIEW 



60464014 


M 


03 


70, 


.00 


60464016 


E 


03 


15, 


.00 


84003490 


E 


03 


31, 


.00 


60487823 


A 


03 


14, 


.00 


60464513 


J 


03 


40. 


.00 


60469770 


H 


WB 


13, 


.00 


60469980 


F 


03 


9, 


.00 


60469790 


E 


03 


48, 


.00 


60469820 


H 


03 


38, 


.00 


60469780 


F 


03 


25, 


.00 


60469810 


H 


03 


38. 


.00 


60464700 


B 


03 


3, 


.00 



60459840 


D 


03 


16 


.00 


60459300 


P 


03 


111, 


.00 


60459360 


A 




17. 


.00 


60459390 


G 


03 


30, 


.00 


60460420 


D 


03 


30. 


.00 


60459320 


M 


03 


39, 


.00 


60459310 


P 


03 


70. 


.00 


60459660 


E 


03 


20, 


.00 


60459670 


E 


03 


28. 


.00 


60459680 


M 


03 


77, 


.00 


60459690 


J 


03 


46. 


.00 


60460430 


D 


03 


19, 


.00 


60460410 


B 


03 


11. 


.00 


60459270 


A 




17, 


.00 


60459370 


G 




117. 


.00 


60463350 


C 


03 


11, 


.00 


60463110 


C 


03 


9. 


.00 


60461790 


01 


03 


24, 


.00 


60461780 


01 


03 


14. 


,00 


60454010 


A 


03 


9, 


.00 


60454000 


H 


03 


19, 


.00 


60454020 


A 


03 


7, 


,00 


17326900 


F 


03 


36, 


.00 


60388401 


C 




* 




19983900 


K 


03 


19. 


,00 


60482800 


B 




10. 


,00 


60459940 


E 


03 


25. 


,00 


60000012 


02 


03 


*: 




60000013 


01 


03 


5. 


,00 


60463863 


G 


03 


20. 


,00 


60000414 


C 


03 


82. 


,00 


60461540 


C 




31, 


,00 
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SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



CDCNET CONFIGURATION GUIDE , 

CDCNET NETWORK OPERATIONS & ANALYSIS 

CDCNET PRODUCT CONFIGURATOR SUMMARY , 

CDCNET PRODUCT DESCRIPTIONS 

CDCNET TCP/IP PROGRAMMING INTERFACES & APPLICATIONS 

CDCNET TERMINAL INTERFACE USAGE 

COBOL V5 BEGINNING USER GUIDE 

COBOL V5 DIAGNOSTIC HANDBOOK 

COBOL V5 INSTANT 

COBOL V5 REFERENCE 

COBOL V5 REPORT WRITER USER GUIDE 

COBOL V5 USER GUIDE 

COMMON MEMORY MANAGER VI REFERENCE 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 DIAGNOSTIC HANDBOOK , 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 REFERENCE 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 TIP WRITERS GUIDE RM 

COMPASS V3 INSTANT 

COMPASS V3 REFERENCE 

COMPASS V3 SUMMARY 

CONCURRENT MAINTENANCE LIBRARY ( CML ) CUSTOMERS GUIDE (V3.2) . 

CONCURRENT MAINTENANCE LIBRARY (CML) REFERENCE V3 . 2 

CONNECT FOR THE IBM PC VI . 1 USER GUIDE (FOR Z-100) 

CONNECT FOR THE IBM PC VI . 4 USER GUIDE 

CONNECT FOR MACINTOSH V2 . 2 USERS GUIDE 

CONNECT PLUS FOR THE IBM PC VI .0 USERS GUIDE 

CONTEXT CYBER ONLINE TEXT VI REFERENCE 

CONTEXT SUMMARY CARD 

CONTROL DATA SOFTWARE SUPPORT 

CONTROL DATA SOFTWARE SUPPORT SUMMARY CARD 

CYBER CROSS SYSTEM (CCS) VI BUILD UTILITIES REFERENCE 

CYBER CROSS SYSTEM (CCS) VI MACRO ASSEMBLER REFERENCE 

CYBER CROSS SYSTEM (CCS) VI MICRO ASSEMBLER REFERENCE 

CYBER CROSS SYSTEM (CCS) VI PASCAL COMPILER REFERENCE 

CYBER INTERACTIVE DEBUG VI GUIDE FOR USERS OF FORTRAN EXTD 5 

CYBER INTERACTIVE DEBUG VI INSTANT 

CYBER INTERACTIVE DEBUG VI REFERENCE 

CYBER LOADER VI INSTANT 

CYBER LOADER VI REFERENCE 

CYBER LOADER VI USER GUIDE 

CYBER PL/I VI GENERAL INFORMATION 

CYBER RECORD MANAGER ADVANCED ACCESS METHODS V2 REFERENCE . . . 
CYBER RECORD MANAGER ADVANCED ACCESS METHODS V2 USER GUIDE . . 

CYBER RECORD MANAGER BASIC ACCESS METHODS VI . 5 REFERENCE 

CYBER RECORD MANAGER BASIC ACCESS METHODS VI . 5 USER GUIDE . . . 

CYBER SUPERMINI OPERATIONS USER GUIDE 

CYBERPLUS CROSS ASSEMBLER (MICA) V3 REFERENCE 

CYBERPLUS FORTRAN REFERENCE 

CYBERPLUS PARALLEL PROCESSING SYSTEM OVERVIEW 

CYBERSPICE REFERENCE 

CYBIL FORMATTER VI .0 EXTERNAL REFERENCE SPECIFICATION 

CYBIL HANDBOOK 



60461550 


J 


03 


80 


.00 


60461520 


J 


03 


49 


.00 


60083919 


E 




2 


.00 


60460590 


E 


03 


33, 


.00 


60000214 


G 


03 


52, 


.00 


60463850 


G 


03 


45, 


.00 


60497400 


A 


03 


* 




60482500 


E 


03 


8, 


.00 


60497300 


B 




8 


.00 


60497100 


N 


03 


29, 


.00 


60496900 


A 


03 


8 


.00 


60497200 


E 


03 


25, 


.00 


60499200 


F 


03 


5, 


.00 


60471500 


H 


03 


14, 


.00 


60471400 


G 


03 


* 




60474600 


B 


03 


* 




60492800 


E 




11, 


.00 


60492600 


M 


03 


36, 


.00 


60493000 


D 




3, 


.00 


60456860 


C 


03 


8, 


.00 


60455980 


W 


03 


18, 


.00 


60462560 


B 


03 


36, 


.00 


60000180 


B 




10, 


.00 


60000001 


E 




6, 


,00 


60000388 


A 




9, 


.00 


60488400 


C 


WB 


9, 


,00 


60493700 


A 




1, 


.00 


60494500 


C 


03 


18, 


.00 


60494519 


D 




1, 


.00 


60471200 


G 


03 


8, 


,00 


96836500 


D 


03 


10, 


.00 


96836400 


D 


03 


10, 


.00 


96836100 


E 


03 


10, 


.00 


60484100 


C 


03 


10. 


,00 


60484130 


A 




35. 


,00 


60481400 


D 


03 


10. 


,00 


60449800 


D 




7. 


.00 


60429800 


K 


03 


16. 


,00 


60482300 


B 


03 


13. 


,00 


60388300 


A 


03 


2. 


,00 


60499300 


F 


03 


14. 


,00 


60499400 


C 


03 


14. 


,00 


60495700 


H 


03 


11. 


,00 


60495800 


C 


03 


10. 


00 


60459850 


A 


WB 


18. 


,00 


77960970 


B 


03 


* 




60461880 


C 


03 


20. 


,00 


60461840 






14. 


,00 


60458300 


C 


03 


14. 


,00 


60461810 


01 


03 


2. 


,00 


60457290 


01 


03 


7. 


,00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



CYBIL MISCELLANEOUS ROUTINES INTERFACE REFERENCE 

CYBIL REFERENCE 

CYBIL-CC INTERACTIVE DEBUGGER EXTERNAL REFERENCE SPECIFICATION . . 

CYBIL-IO REFERENCE 

DATA CATALOGUE 2 VI DATA ADMINISTRATORS REFERENCE 

DATA CATALOGUE 2 V2 DATA ADMINISTRATORS REFERENCE 

DATA CATALOGUE 2 V2 REFERENCE 

DEFINE DATA DICTIONARY TOOLS USERS HANDBOOK 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 APPLIC PROGRAM REFERENCE 
DMS-170 CYBER DATABASE CONTROL SYSTEM V2 DATA ADMIN REFERENCE ... 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 FORTRAN APPLIC PROG 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 REFERENCE 

DMS-170 DDL V3 RM VOL.1 (SCHEMA COBOL , FORTRAN , QUERY UPDATE) 

DMS-170 DDL V3 RM VOL.2 (SUB-SCHEMA CDCS COBOL, QUERY UPDATE) 

DMS-170 FORM VI REFERENCE 

DMS-170 QUERY UPDATE/CYBER RECORD MANAGER DATA ADMIN REFERENCE .. 
DMS-170 QUERY UPDATE V3 APPL PROG USER GD (USE W/CYBER REC MGR) . 

DMS-170 QUERY UPDATE V3 REFERENCE 

DMS-170 QUERY UPDATE V3 UG (FOR USE WITH CYBER RECORD MGR) 

DUCT V4 . 2 REFERENCE 

FORTRAN EXTD V4 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN EXTD V4 INSTANT 

FORTRAN EXTD V4 REFERENCE 

FORTRAN EXTD V4 USER GUIDE 

FORTRAN EXTD V4 TO FORTRAN V5 CONVERSION AID PROGRAM VI REFERENCE 

FORTRAN V5 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN V5 INSTANT 

FORTRAN V5 REFERENCE 

FORTRAN V5 USER GUIDE 

GLOBAL GLOSSARY 

GRAPH GRAPHICS USERS HANDBOOK 

HARDWARE PERFORMANCE ANALYZER (HPA) USER REFERENCE 

ICEM ADVANCED DESIGN REFERENCE 

ICEM DDN INSTANT 

ICEM DDN SYSTEM PROGRAMMERS REFERENCE 

ICEM DDN TABLET OVERLAY 

ICEM DESIGN/DRAFTING BASIC CONSTRUCTION REFERENCE 

ICEM DESIGN/DRAFTING DATA MANAGEMENT REFERENCE 

ICEM DESIGN/DRAFTING DRAFTING FUNCTIONS REFERENCE 

ICEM DESIGN/DRAFTING INTRODUCTION & SYSTEM CONTROLS REFERENCE . . . 

ICEM DESIGN/DRAFTING USER GUIDE FOR NOS TUTORIAL 

ICEM ELECTRONICS ASPEC IC USER/REFERENCE 

ICEM ENGINEERING DATA LIBRARY (EDL) CUSTOMIZATION GUIDE 

ICEM ENGINEERING DATA LIBRARY (EDL) DATABASE ADMINISTRATORS 

ICEM ENGINEERING DATA LIBRARY (EDL) REFERENCE 

ICEM ENGINEERING DATA LIBRARY (EDL) USER GUIDE 

ICEM FACILITIES VI REFERENCE 

ICEM GPL REFERENCE 

ICEM HYDRAULICS REFERENCE 

ICEM HYDRAULICS TABLET OVERLAY 

ICEM NUMERICAL CONTROL REFERENCE 



60460310 


04 


03 


15, 


.00 


60455280 


A 


03 


15, 


.00 


60460320 


01 


03 


14, 


.00 


60460300 


02 


03 


7, 


.00 


60483300 


B 


03 


* 




60483360 


A 


03 


t 




60483350 


A 


03 


* 




60457260 


01 


03 


t 




60485300 


D 


03 


21, 


.00 


60485200 


E 


03 


37, 


.00 


60483500 


B 


03 


10, 


.00 


60481800 


D 


03 


20, 


.00 


60481900 


D 


03 


11, 


.00 


60482000 


C 


03 


10, 


.00 


60496200 


E 


03 


14, 


,00 


60482100 


E 


03 


12, 


.00 


60499000 


C 


03 


9 


.00 


60498300 


J 


03 


21, 


.00 


60387700 


c 


03 


7, 


.00 


60459350 


A 


03 


* 




60498200 


C 


03 


20, 


.00 


60497900 


B 




5, 


.00 


60497800 


J 


03 


49, 


.00 


60499700 


A 


03 


11, 


.00 


60483000 


C 


03 


7. 


.00 


60483100 


B 


03 


11, 


.00 


60483900 


A 




7, 


.00 


60481300 


J 


03 


33, 


.00 


60484000 


C 


03 


14, 


.00 


60457170 


01 


03 


21, 


.00 


60457270 


03 


03 


* 




60459460 


J 


03 


51, 


.00 


60461430 


D 


03 


17, 


.00 


60457140 


F 




8, 


.00 


60458560 


C 


03 


34, 


.00 


60458080 


E 




73, 


.00 


60461420 


D 


03 


23, 


.00 


60461410 


E 


03 


33, 


.00 


60461440 


D 


03 


18, 


.00 


60457130 


L 


03 


26, 


.00 


60456940 


F 


03 


42, 


.00 


60388400 


C 


03 


* 




60000168 


A 


03 


27, 


.00 


60458880 


G 


03 


21, 


.00 


60459740 


H 


03 


42, 


.00 


60000167 


A 


03 


16, 


.00 


60461690 


04 


03 


47, 


.00 


60462520 


C 


03 


51, 


.00 


60456480 


05 


03 


15, 


.00 


60456640 


B 




23, 


.00 


60461450 


D 


03 


59, 


.00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



ICEM PLUS MENUS USER GUIDE 

ICEM SOLID MODELER REFERENCE 

ICEM TEKROUTE REFERENCE 

ICEM USER-DEFINED TABLET OVERLAY 

IGES TRANSLATORS REFERENCE 

IMSL GENERAL INFORMATION 

INFORMATION MGMT FACILITY (IMF) VI APPLIC PROGRAMMING REFERENCE . 
INFORMATION MGMT FACILITY (IMF) VI SCHEMA DEFINITIONS REFERENCE . 

INFORMATION MGMT FACILITY (IMF) V2 REFERENCE 

IPF2 APPLICATION REFERENCE 

MALET LANGUAGE PROGRAMMING REFERENCE 

MESSAGE CONTROL SYSTEM VI REFERENCE 

MODIFY REFERENCE 

MSSI V3 INSTALLATION HANDBOOK 

MSSI V3 REFERENCE 

MSSI V3 REFERENCE (FOR 65223 SEISMIC PROCESSOR 1 ) 

NETWORK ACCESS METHOD (NAM) Vl/CCP 3 TERMINAL INTERFACES RM 

NETWORK ACCESS METHOD (NAM) VI HOST APPLIC PROGRAMMING REFERENCE. 
NETWORK ACCESS METHOD (NAM) VI NTWK DEFINITION LANGUAGE REFERENCE 

NETWORK ACCESS METHOD (NAM) VI USER GUIDE 

PASCAL VI REFERENCE 

PATRAN TRANSLATOR & CONVERTER INTERFACE REFERENCE 

PATRAN-G REFERENCE VOL .1 

PATRAN-G REFERENCE VOL .2 

PERT/TIME V2 REFERENCE 

PL/I VI INSTANT 

PL/I VI REFERENCE 

REMOTE BATCH FACILITY VI REFERENCE 

REMOTE HOST FACILITY (RHF) ACCESS METHOD REFERENCE 

REMOTE HOST FACILITY (RHF) USAGE 

REMOTE MICRO FACILITY USER GUIDE FOR THE APPLE II 

REMOTE MICRO FACILITY USER GUIDE FOR THE IBM PC 

SES OBJECT CODE UTILITIES EXTERNAL REFERENCE SPECIFICATION 

SES (SOFTWARE ENGINEERING SERVICES) 1.0 PROCEDURE WRITERS GUIDE . 

SES (SOFTWARE ENGINEERING SERVICES) TXTCODE 2.0 REFERENCE 

SES (SOFTWARE ENGINEERING SERVICES) TXTFORM 1.5 REFERENCE 

SES (SOFTWARE ENGINEERING SERVICES) VI .0 USERS HANDBOOK 

SORT/MERGE V4 & 1 INSTANT 

SORT/MERGE V4 & 1 REFERENCE 

SORT/MERGE V4 & 1 USER GUIDE 

SORT/MERGE V5 INSTANT 

SORT/MERGE V5 REFERENCE 

SYMPL VI REFERENCE 

SYMPL VI USER GUIDE 

TAF VI REFERENCE 

TAF VI USER GUIDE 

TAF/CRM DATA MANAGER VI REFERENCE 

UNISTRUC II REFERENCE ^ 

UNISTRUC II USER GUIDE 

UPDATE VI INSTANT 

UPDATE VI REFERENCE 



60000295 


A 


03 


9 


.00 


60460530 


C 


03 


33 


.00 


60455880 


B 


03 


* 




60457650 


A 




28 


.00 


60463050 


B 


03 


10 


.00 


60456380 


B 


03 


* 




60484500 


C 


03 


11 


.00 


60484400 


C 


03 


* 




60484600 


01 


03 


* 




84001950 


G 


03 


* 




60456020 


Y 


03 


95 


.00 


60480300 


B 


03 


8, 


.00 


60450100 


G 


03 


11 


.00 


60458830 


E 


03 


* 




60458820 


E 


03 


9 


.00 


60458050 


B 


03 


* 




60480600 


F 


03 


26 


.00 


60499500 


W 


03 


37, 


.00 


60480000 


T 


03 


29 


.00 


60481500 


A 


03 


26, 


.00 


60497700 


B 


03 


14, 


.00 


60462480 


02 


03 


15, 


.00 


60459330 


02 


03 


* 




60459340 


02 


03 


* 




60456030 


A 


03 


* 




60483700 


A 




6, 


.00 


60388100 


B 


03 


30, 


.00 


60499600 


S 


03 


16. 


.00 


60459990 


B 


03 


14, 


.00 


60460620 


E 


WB 


50, 


.00 


60455240 


A 


WB 


24, 


.00 


60456590 


A 


WB 


18. 


,00 


60460330 


01 


03 


10. 


,00 


60460270 


02 


03 


13. 


,00 


60460280 


01 


03 


10. 


,00 


60460290 


01 


03 


5. 


,00 


60457250 


04 


03 


48. 


,00 


60497600 


C 




4. 


,00 


60497500 


F 


03 


17. 


,00 


60482900 


A 


03 


5. 


,00 


60484900 


C 




5. 


,00 


60484800 


D 


03 


11. 


,00 


60496400 


F 


03 


11. 


,00 


60499800 


B 


03 


8. 


,00 


60459500 


D 


03 


20. 


,00 


60459520 


A 


03 


12. 


,00 


60459510 


C 


03 


9. 


,00 


76079600 


K 


03 


20. 


,00 


60457550 


D 


03 


8. 


,00 


60450000 


B 




5. 


,00 


60449900 


F 


03 


8. 


,00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



XEDIT EXTENDED TEXT EDITOR REFERENCE CARD 

XEDIT V3 REFERENCE , 

8-BIT SUBROUTINES VI REFERENCE 



84000680 




2, 


.00 


60455730 B 


03 


10, 


.00 


60495500 C 


03 


12, 


.00 



CYBER 910 WORKSTATIONS 

tt** 

UNIX 

**tt 

ADMINISTRATORS MANUAL FOR ICEM PLUS (910-500) 

ADMINISTRATORS MANUAL FOR ICEM PLUS (910-600) 

AMIGAS II PROGRAMMERS REFERENCE 

DIAL & BUTTON BOX OVERLAYS 

DUCT V4 , 4 REFERENCE 

EDL ADMINISTRATORS 

EDL REFERENCE 

ICEM BEND/UNBEND REFERENCE 

ICEM/DDN INSTANT/GLOBAL GLOSSARY REFERENCE 

ICEM ELECTRONICS ASPEC IC USER/REFERENCE 

ICEM ELECTRONICS ED-LAYOUT/DDN INTERFACE USER/REFERENCE 

ICEM ELECTRONICS ED-LAYOUT REFERENCE 

ICEM ELECTRONICS ED-SCHEMATICS/ED-LAYOUT COMMANDS REFERENCE 

ICEM ELECTRONICS ED-SCHEMATICS/ED-LAYOUT FILE FORMATS REFERENCE . 

ICEM ELECTRONICS ED-SCHEMATICS/MENTOR INTERFACE USER/REFERENCE . . 

ICEM ELECTRONICS ED-SCHEMATICS REFERENCE 

ICEM ELECTRONICS ED-SCHEMATICS/SYSCAP INTERFACE USER/REFERENCE .. 

ICEM ELECTRONICS ED-SCHEMATICS USERS GUIDE 

ICEM ELECTRONICS ED-UTILITIES USER/REFERENCE 

ICEM ELECTRONICS/UNIPLOT INTERFACE USER/REFERENCE 

ICEM HYDRAULICS REFERENCE 

ICEM PARAMETRIC MODELER DRAWING USERS GUIDE 

ICEM PARAMETRIC MODELER FINITE ELEMENT MODELING USERS GUIDE 

ICEM PARAMETRIC MODELER FUNDAMENTALS MANUAL 

ICEM PARAMETRIC MODELER INTERFACE GUIDE 

ICEM PARAMETRIC MODELER MANUFACTURING USERS GUIDE 

ICEM PARAMETRIC MODELER MASTER INDICES 

ICEM PARAMETRIC MODELER PARTS & ASSEMBLIES MODELING USERS GUIDE . 

ICEM PARAMETRIC MODELER PROJECT USERS GUIDE 

ICEM PLUS MENUS USER GUIDE 

ICEM V2 ADVANCED DESIGN REFERENCE 

ICEM V2 DDN TABLET OVERLAYS ( VER . 2.1.1) 

ICEM V2 DESIGN/DRAFTING BASIC CONSTRUCTION REFERENCE 

ICEM V2 DESIGN/DRAFTING DATA MANAGEMENT REFERENCE 

ICEM V2 DESIGN/DRAFTING DRAFTING FUNCTIONS REFERENCE 

ICEM V2 DESIGN/DRAFTING INTRODUCTION & SYSTEM CONTROLS REFERENCE. 

ICEM V2 ENVIRONMENT MANAGEMENT SYSTEM USER GUIDE 

ICEM V2 FACILITIES REFERENCE 

ICEM V2 FACILITIES TABLET OVERLAY ( VER 2.0) 

ICEM V2 GPL REFERENCE 

ICEM V2 IGES TRANSLATORS REFERENCE 

ICEM V2 NUMERICAL CONTROL REFERENCE 



60000371 


A 


03 


19, 


.00 


60000372 


A 


WB 


19, 


.00 


60000264 


E 


03 


51, 


.00 


60000233 


A 




11, 


.00 


60000260 


02 


WB 


103, 


.00 


60000195 


B 


03 


50, 


.00 


60000194 


B 


03 


37, 


.00 


60000223 


02 


03 


13, 


.00 


60000149 


B 


03 


16, 


.00 


60388400 


C 


03 


t 




60000242 


B 


03 


* 




60000384 


A 


03 


* 




60000382 


A 


03 


t 




60000381 


A 


03 


* 




60000245 


B 


03 


* 




60000360 


A 


03 


33, 


.00 


60000244 


B 


03 


* 




60000361 


A 


03 


28, 


.00 


60000266 


B 


03 


* 




60000270 


B 


03 


* 




60000272 


A 


03 


23, 


.00 


60000606 


01 


03 


14, 


.00 


60000604 


01 


03 


5, 


.00 


60000602 


01 


03 


8, 


.00 


60000415 


05 


03 


7. 


,00 


60000603 


01 


03 


10, 


.00 


60000607 


01 


03 


8, 


,00 


60000601 


01 


03 


36, 


.00 


60000605 


01 


03 


6, 


.00 


60000295 


A 


03 


9, 


.00 


60000205 


B 


03 


37. 


,00 


60000240 


C 




78, 


.00 


60000202 


B 


03 


24, 


.00 


60000204 


B 


03 


41, 


.00 


60000203 


B 


03 


28. 


,00 


60000201 


B 


03 


30, 


.00 


60000192 


A 


03 


23. 


,00 


60000221 


B 


03 


20, 


.00 


60000231 


A 




2. 


,00 


60000207 


B 


03 


65. 


,00 


60000148 


B 


03 


7. 


,00 


60000206 


B 


03 


54. 


,00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



ICEM V2 SOLID MODELING REFERENCE 
UNIPLOT V3 . 2 REFERENCE 



60000147 B 
84003490 E 



03 
03 



32.00 
31.00 



CYBER 120 COMPUTER SYSTEMS 

AOS/VS OR IWOS 2 

ICEM BEND/UNBEND REFERENCE ■ 

ICEM/DDN INSTANT/GLOBAL GLOSSARY REFERENCE 

ICEM DESIGN/DRAFTING INTRODUCTION & SYSTEM CONTROLS REFERENCE . . , 

ICEM EDL CUSTOMIZATION GUIDE , 

ICEM EDL INSTANT , 

ICEM EDL USER GUIDE ■ 

ICEM MENUS USER GUIDE 

ICEM PLASTIMOULD REFERENCE , 

ICEM PLUS MENUS USER GUIDE , 

ICEM V2 ADVANCED DESIGN REFERENCE 

ICEM V2 DDN TABLET OVERLAYS ( VER . 2.1.1) 

ICEM V2 DESIGN/DRAFTING BASIC CONSTRUCTION REFERENCE , 

ICEM V2 DESIGN/DRAFTING DATA MANAGEMENT REFERENCE , 

ICEM V2 DESIGN/DRAFTING DRAFTING FUNCTIONS REFERENCE 

ICEM V2 DESIGN/DRAFTING INTRODUCTION & SYSTEM CONTROLS REFERENCE, 

ICEM V2 ENVIRONMENT MANAGEMENT SYSTEM USER GUIDE 

ICEM V2 FACILITIES REFERENCE , 

ICEM V2 FACILITIES TABLET OVERLAY (VER 2.0) 

ICEM V2 GPL REFERENCE , 

ICEM V2 IGES TRANSLATORS REFERENCE 

ICEM V2 NUMERICAL CONTROL REFERENCE 

ICEM V2 SOLID MODELING REFERENCE 

PATRAN USER GUIDE VOL .1 

PATRAN USER GUIDE VOL .2 



60000223 


02 


03 


13, 


.00 


60000149 


B 


03 


16, 


.00 


60459700 


H 


03 


33, 


,00 


60000171 


A 


03 


* 




60000169 


A 




* 




60000170 


A 


03 


* 




60463800 


01 


03 


11, 


.00 


60000227 


A 


03 


* 




60000295 


A 


03 


9, 


.00 


60000205 


B 


03 


37, 


.00 


60000240 


C 




78, 


.00 


60000202 


B 


03 


24, 


.00 


60000204 


B 


03 


41, 


.00 


60000203 


B 


03 


28, 


.00 


60000201 


B 


03 


30, 


.00 


60000192 


A 


03 


23, 


.00 


60000221 


B 


03 


20, 


.00 


60000231 


A 




2, 


.00 


60000207 


B 


03 


65, 


.00 


60000148 


B 


03 


7, 


.00 


60000206 


B 


03 


54, 


.00 


60000147 


B 


03 


32, 


.00 


60462460 


02 


WB 


113, 


.00 


60462470 


01 


WB 


113, 


.00 



CYBER 200 MODEL 205 COMPUTER SYSTEMS 

t**tt* 

VSOS 2 

tttttt 
SYSTEMS 

INSTALLATION HANDBOOK 

OPERATOR GUIDE , 

REFERENCE VOL .1 

REFERENCE VOL .2 , 

APPLICATIONS 

ASSEMBLER V2 REFERENCE 

CONTROL DATA SOFTWARE SUPPORT 

CONTROL DATA SOFTWARE SUPPORT SUMMARY CARD 

FORTRAN 200 VI PROGRAMMERS USER GUIDE 

FORTRAN 200 VI REFERENCE , 

ICEM ELECTRONICS ASPEC IC USER/REFERENCE . , 

REMOTE HOST FACILITY (RHF) USAGE . 

VECTORC REFERENCE , 



60459440 J 03 14.00 

60459430 J 03 * 

60459410 J 03 69.00 

60459420 J 03 * 



60485010 


A 


03 


11, 


.00 


60494500 


C 


03 


18, 


.00 


60494519 


D 




1, 


.00 


60455390 


B 


03 


12, 


.00 


60480200 


J 


03 


37, 


.00 


60388400 


C 


03 


* 




60460620 


E 


WB 


50, 


.00 


60000018 


A 


03 


* 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



CYBER 170 SERIES - CYBER 70 MODS 71,72,7 3,74 OR 6000 SERIES 

ttttttttttt 

NOS/BE VI. 5 

SYSTEMS 

APPLICATION INSTALLATION HANDBOOK 

BATCH USER GUIDE 

DIAGNOSTIC HANDBOOK 

DIAGNOSTIC INDEX 

INSTALLATION HANDBOOK . . , 

MANUAL ABSTRACTS 

OPERATORS GUIDE 

REFERENCE 

STATION OPERATORS GUIDE/REFERENCE 

SYSTEM PROGRAMMERS REFERENCE VOL. 1 

SYSTEM PROGRAMMERS REFERENCE VOL .2 

APPLICATIONS 

APT IV V2 REFERENCE 

ASPOL REFERENCE 

BASIC V3 REFERENCE , 

BASIC V3 SUMMARY . , 

COBOL V4 TO COBOL V5 CONVERSION AID VI REFERENCE 

COBOL V5 BEGINNING USER GUIDE , 

COBOL V5 DIAGNOSTIC HANDBOOK 

COBOL V5 INSTANT 

COBOL V5 REFERENCE 

COBOL V5 REPORT WRITER USER GUIDE , 

COBOL V5 USER GUIDE 

COMMON MEMORY MANAGER VI REFERENCE 

COMMUNICATIONS CONTROL INTERCOM (CCI) V3 DIAGNOSTIC HANDBOOK 

COMMUNICATIONS CONTROL INTERCOM (CCI) V3 REFERENCE 

COMPASS V3 INSTANT 

COMPASS V3 REFERENCE , 

COMPASS V3 SUMMARY 

CONCURRENT MAINTENANCE LIBRARY (CML) CUSTOMERS GUIDE (VS. 2) , 

CONCURRENT MAINTENANCE LIBRARY (CML) REFERENCE V3 . 2 , 

CYBER CROSS SYSTEM (CCS) VI BUILD UTILITIES REFERENCE 

CYBER CROSS SYSTEM (CCS) VI MACRO ASSEMBLER REFERENCE 

CYBER CROSS SYSTEM (CCS) VI MICRO ASSEMBLER REFERENCE .., 

CYBER CROSS SYSTEM (CCS) VI PASCAL COMPILER REFERENCE 

CYBER INTERACTIVE DEBUG VI GUIDE FOR USERS OF FORTRAN EXTD 4 

CYBER INTERACTIVE DEBUG VI GUIDE FOR USERS OF FORTRAN EXTD 5 

CYBER INTERACTIVE DEBUG VI INSTANT 

CYBER INTERACTIVE DEBUG VI REFERENCE 

CYBER LOADER VI INSTANT 

CYBER LOADER VI REFERENCE 

CYBER LOADER VI USER GUIDE 

CYBER PL/I VI GENERAL INFORMATION 

CYBER RECORD MANAGER ADVANCED ACCESS METHODS V2 REFERENCE . . , 

CYBER RECORD MANAGER ADVANCED ACCESS METHODS V2 USER GUIDE . , 

CYBER RECORD MANAGER BASIC ACCESS METHODS VI . 5 REFERENCE 



84000980 


E 


03 


t 




60494000 


B 


03 


13, 


.00 


60494400 


V 


03 


26. 


.00 


60456490 


D 


03 


34, 


.00 


60494300 


AB 


03 


36, 


.00 


84000470 


C 




16, 


.00 


60493900 


W 


03 


20, 


.00 


60493800 


U 


03 


45, 


.00 


60494200 


D 


03 


* 




60494100 


U 


03 


* 




60457370 


U 


03 


36, 


.00 


17326900 


F 


03 


36, 


.00 


17314200 


B 


03 


* 




19983900 


K 


03 


19, 


.00 


60482800 


B 




10. 


.00 


19265021 


B 


03 


t 




60497400 


A 


03 


t 




60482500 


E 


03 


8, 


.00 


60497300 


B 




8. 


.00 


60497100 


N 


03 


29, 


.00 


60496900 


A 


03 


8, 


.00 


60497200 


E 


03 


25, 


.00 


60499200 


F 


03 


5, 


.00 


60471180 


C 


03 


15, 


.00 


60471150 


D 


03 


11, 


.00 


60492800 


E 




11, 


.00 


60492600 


M 


03 


36 


.00 


60493000 


D 




3, 


.00 


60456860 


C 


03 


8, 


.00 


60455980 


W 


03 


18, 


.00 


60471200 


G 


03 


8, 


.00 


96836500 


D 


03 


10, 


.00 


96836400 


D 


03 


10 


.00 


96836100 


E 


03 


10, 


.00 


60482700 


A 


03 


11, 


.00 


60484100 


C 


03 


10, 


.00 


60484130 


A 




35, 


.00 


60481400 


D 


03 


10, 


,00 


60449800 


D 




7, 


.00 


60429800 


K 


03 


16, 


.00 


60482300 


B 


03 


13, 


.00 


60388300 


A 


03 


2, 


.00 


60499300 


F 


03 


14, 


.00 


60499400 


C 


03 


14, 


.00 


60495700 


H 


03 


11, 


.00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



CYBER RECORD MANAGER BASIC ACCESS METHODS VI . 5 USER GUIDE 

CYBIL REFERENCE 

DATA CATALOGUE 2 VI DATA ADMINISTRATORS REFERENCE 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 APPLIC PROGRAM REFERENCE 
DMS-170 CYBER DATABASE CONTROL SYSTEM V2 DATA ADMIN REFERENCE . . . 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 FORTRAN APPLIC PROG 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 REFERENCE 

DMS-170 DATA ADMINISTRATOR USER GUIDE 

DMS-170 DDL V3 RM VOL.1 (SCHEMA COBOL , FORTRAN , QUERY UPDATE) 

DMS-170 DDL V3 RM VOL.2 (SUB-SCHEMA CDCS COBOL , QUERY UPDATE) .... 

DMS-170 FORM VI REFERENCE 

DMS-170 FORTRAN DATA BASE FACILITY VI REFERENCE 

DMS-170 QUERY UPDATE/CYBER RECORD MANAGER DATA ADMIN REFERENCE . . 
DMS-170 QUERY UPDATE V3 APPL PROG USER GD (USE W/CYBER REC MGR) . 

DMS-170 QUERY UPDATE V3 REFERENCE 

DMS-170 QUERY UPDATE V3 UG (FOR USE WITH CYBER RECORD MGR) 

EXPORT HIGH SPEED REFERENCE 

FORTRAN EXTD V4 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN EXTD V4 INSTANT 

FORTRAN EXTD V4 REFERENCE 

FORTRAN EXTD V4 USER GUIDE 

FORTRAN EXTD V4 TO FORTRAN V5 CONVERSION AID PROGRAM VI REFERENCE 

FORTRAN V5 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN V5 INSTANT 

FORTRAN V5 REFERENCE 

FORTRAN V5 USER GUIDE 

GLOBAL GLOSSARY 

HARDWARE PERFORMANCE ANALYZER (HPA) USER REFERENCE 

IMSL GENERAL INFORMATION 

INTERCOM V5 INTERACTIVE COMMAND SUMMARY 

INTERCOM V5 INTERACTIVE GUIDE FOR USERS OF COBOL 

INTERCOM V5 INTERACTIVE GUIDE FOR USERS OF FORTRAN EXTD 

INTERCOM V5 MULTI-USER JOB CAPABILITY REFERENCE 

INTERCOM V5 REFERENCE . 

INTERCOM V5 REMOTE BATCH COMMAND SUMMARY 

INTERCOM V5 REMOTE BATCH USER GUIDE 

MALET LANGUAGE PROGRAMMING REFERENCE 

MSSI V3 REFERENCE (FOR 65223 SEISMIC PROCESSOR 1) 

ON-LINE MAINTENANCE SOFTWARE REFERENCE 

PERT/TIME V2 REFERENCE 

PL/I VI INSTANT 

PL/I VI REFERENCE 

REMOTE HOST FACILITY (RHF) ACCESS METHOD REFERENCE 

REMOTE HOST FACILITY (RHF) USAGE 

SORT/MERGE V4 & 1 INSTANT 

SORT/MERGE V4 & 1 REFERENCE 

SORT/MERGE V4 & 1 USER GUIDE 

SORT/MERGE V5 INSTANT 

SORT/MERGE V5 REFERENCE 

STATE PROGRAMMING LANGUAGE REFERENCE 

SYMPL VI REFERENCE 



60495800 


C 


03 


10, 


.00 


60455280 


A 


03 


15, 


.00 


60483300 


B 


03 


t 




60485300 


D 


03 


21, 


.00 


60485200 


E 


03 


37, 


.00 


60483500 


B 


03 


10, 


.00 


60481800 


D 


03 


20, 


.00 


60499100 


B 


03 


* 




60481900 


D 


03 


11, 


.00 


60482000 


C 


03 


10, 


.00 


60496200 


E 


03 


14, 


.00 


60482200 


D 


03 


11, 


,00 


60482100 


E 


03 


12, 


.00 


60499000 


C 


03 


9, 


.00 


60498300 


J 


03 


21, 


.00 


60387700 


C 


03 


7, 


.00 


60456880 


A 


03 


8, 


.00 


60498200 


C 


03 


20, 


.00 


60497900 


B 




5, 


.00 


60497800 


J 


03 


49, 


.00 


60499700 


A 


03 


11, 


.00 


60483000 


C 


03 


7, 


.00 


60483100 


B 


03 


11, 


.00 


60483900 


A 




7, 


.00 


60481300 


J 


03 


33, 


.00 


60484010 


A 


03 


* 




60457170 


01 


03 


21, 


.00 


60459460 


J 


03 


51, 


.00 


60456380 


B 


03 


* 




60455840 


B 




1, 


.00 


60455960 


A 


03 


7, 


.00 


60455950 


A 


03 


22, 


.00 


60456070 


A 


03 


6, 


.00 


60455010 


H 


03 


14, 


.00 


60455850 


A 




2, 


.00 


60455890 


A 


03 


5, 


,00 


60456020 


Y 


03 


95, 


.00 


60458050 


B 


03 


t 




60453900 


M 


03 


3, 


.00 


60456030 


A 


03 


* 




60483700 


A 




6, 


.00 


60388100 


B 


03 


30. 


,00 


60459990 


B 


03 


14, 


,00 


60460620 


E 


WB 


50. 


,00 


60497600 


C 




4, 


,00 


60497500 


F 


03 


17. 


,00 


60482900 


A 


03 


5, 


,00 


60484900 


C 




5. 


,00 


60484800 


D 


03 


11, 


,00 


60472200 


C 


03 


7. 


,00 


60496400 


F 


03 


11, 


,00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



SYMPL VI USER GUIDE 

UPDATE VI INSTANT 

UPDATE VI REFERENCE 

8-BIT SUBROUTINES VI REFERENCE 

CYBER 170 SERIES - CYBER 70 MODS 71,72,73,74 OR 6000 SERIES 
ttttttt 
NOS 1.4 
ttttttt 
SYSTEMS 

BATCH USER GUIDE 

DIAGNOSTIC INDEX 

REFERENCE VOL. 1 (FOR APPLICATIONS PROG) 

REFERENCE VOL. 2 (FOR COMPASS APPL PROG) 

SYSTEM MAINTENANCE REFERENCE , 

TIME-SHARING USERS REFERENCE 

APPLICATIONS 

APL V2 FILES FORTRAN UTILITIES REFERENCE 

APL V2 REFERENCE 

APL V2/T0TAL V2 INTERFACE REFERENCE 

APT IV V2 REFERENCE , 

ASPEC QUICK REFERENCE CARD 

ASPOL REFERENCE , 

BASIC V3 REFERENCE 

BASIC V3 SUMMARY 

COBOL V4 TO COBOL V5 CONVERSION AID VI REFERENCE 

COBOL V5 INSTANT , 

COBOL V5 REPORT WRITER USER GUIDE 

COMMON MEMORY MANAGER VI REFERENCE 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 REFERENCE 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 TIP WRITERS GUIDE RM 

COMPASS V3 INSTANT 

COMPASS V3 REFERENCE 

CONCURRENT MAINTENANCE LIBRARY (CML) CUSTOMERS GUIDE (V3.2) . 

CONCURRENT MAINTENANCE LIBRARY (CML) REFERENCE V3.2 

CYBER CROSS SYSTEM (CCS) VI MACRO ASSEMBLER REFERENCE 

CYBER CROSS SYSTEM (CCS) VI MICRO ASSEMBLER REFERENCE 

CYBER CROSS SYSTEM (CCS) VI PASCAL COMPILER REFERENCE 

CYBER INTERACTIVE DEBUG VI GUIDE FOR USERS OF FORTRAN EXTD 4 

CYBER INTERACTIVE DEBUG VI GUIDE FOR USERS OF FORTRAN EXTD 5 

CYBER INTERACTIVE DEBUG VI INSTANT 

CYBER INTERACTIVE DEBUG VI REFERENCE 

CYBER PL/I VI GENERAL INFORMATION 

CYBER RECORD MANAGER ADVANCED ACCESS METHODS V2 REFERENCE . . . 

CYBER RECORD MANAGER ADVANCED ACCESS METHODS V2 USER GUIDE . . 

CYBER RECORD MANAGER BASIC ACCESS METHODS VI. 5 REFERENCE 

CYBER RECORD MANAGER BASIC ACCESS METHODS VI. 5 USER GUIDE ... 

CYBERSPICE REFERENCE 

DATA CATALOGUE 2 VI DATA ADMINISTRATORS REFERENCE 

DATA FILE CONVERSION GUIDE 

DMS-170 CYBER DATABASE CONTROL SYSTEM V2 REFERENCE 



60499800 B 03 
60450000 B 

60449900 F 03 

60495500 C 03 



8.00 

5.00 

8.00 

12.00 



60436300 A 
60455720 D 
60435400 P 
60445300 P 
60455380 K 
60435500 K 

60454010 A 
60454000 H 
60454020 A 
17326900 F 
60388401 C 
17314200 B 
19983900 K 
60482800 B 
19265021 B 
60497300 B 
60496900 A 
60499200 F 
60471400 G 
60474600 B 
60492800 E 
60492600 M 
60456860 C 
60455980 W 
96836500 D 
96836400 D 
96836100 E 
60482700 A 
60484100 C 
60484130 A 
60481400 D 
60388300 A 
60499300 F 
60499400 C 
60495700 H 
60495800 C 
60458300 C 
60483300 B 
60456060 A 
60481800 D 



03 
03 
03 
03 
03 
03 

03 
03 
03 
03 

03 
03 

03 

03 
03 
03 
03 

03 
03 
03 
03 
03 
03 
03 
03 

03 
03 
03 
03 
03 
03 
03 
03 
03 
03 



7.00 

46.00 
38.00 



9.00 
19.00 

7.00 
36.00 



19.00 
10.00 

8.00 
8.00 
5.00 



11.00 
36.00 

8.00 
18.00 
10.00 
10.00 
10.00 
11.00 
10.00 
35.00 
10.00 

2.00 
14.00 
14.00 
11.00 
10.00 
14.00 



20.00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



DMS-170 DATA ADMINISTRATOR USER GUIDE 

DMS-170 DDL V3 RM VOL.1 (SCHEMA COBOL , FORTRAN , QUERY UPDATE) 

DMS-170 DDL V3 RM VOL.2 (SUB-SCHEMA CDCS COBOL , QUERY UPDATE) 

DMS-170 FORTRAN DATA BASE FACILITY VI REFERENCE 

DMS-170 QUERY UPDATE V3 APPL PROG USER GD (USE W/CYBER REC MGR ) . 

DMS-170 QUERY UPDATE V3 UG (FOR USE WITH CYBER RECORD MGR) 

FORTRAN EXTD V4 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN EXTD V4 INSTANT 

FORTRAN EXTD V4 REFERENCE 

FORTRAN EXTD V4 USER GUIDE 

FORTRAN EXTD V4 TO FORTRAN V5 CONVERSION AID PROGRAM VI REFERENCE 

FORTRAN V5 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN V5 INSTANT 

FORTRAN V5 USER GUIDE 

HARDWARE PERFORMANCE ANALYZER ( HPA ) USER REFERENCE 

ICEM DDN INSTANT 

ICEM DDN SYSTEM PROGRAMMERS REFERENCE 

ICEM DDN TABLET OVERLAY 

ICEM ELECTRONICS ASPEC IC USER/REFERENCE 

ICEM HYDRAULICS REFERENCE 

ICEM USER-DEFINED TABLET OVERLAY 

IMSL GENERAL INFORMATION 

INFORMATION MGMT FACILITY (IMF) VI APPLIC PROGRAMMING REFERENCE . 
INFORMATION MGMT FACILITY (IMF) VI SCHEMA DEFINITIONS REFERENCE . 

INTERACTIVE FACILITY ( lAF ) VI REFERENCE 

IPF2 APPLICATION REFERENCE 

MALET LANGUAGE PROGRAMMING REFERENCE 

MESSAGE CONTROL SYSTEM VI REFERENCE 

MODIFY INSTANT 

MSSI V3 REFERENCE (FOR 65223 SEISMIC PROCESSOR 1) 

NETWORK ACCESS METHOD (NAM) VI USER GUIDE 

ON-LINE MAINTENANCE SOFTWARE REFERENCE 

PERT/TIME V2 REFERENCE 

PL/I VI INSTANT 

PL/I VI REFERENCE 

PLOT 10 CALCOMP PLOTTER PREVIEW ROUTINE USER GUIDE 

PLOT 10 CHARACTER GENERATION SYSTEM USER GUIDE 

PLOT 10 EASY GRAPHING PACKAGE USER GUIDE 

PLOT 10 GRAPHICS TABLET UTILITY ROUTINE USER GUIDE 

PLOT 10 INTERACTIVE GRAPHING PACKAGE USER GUIDE 

QUERY UPDATE V3/IMF VI PROGRAMMING SYSTEMS BULLETIN 

REMOTE HOST FACILITY HANDBOOK 

REMOTE MICRO FACILITY USER GUIDE FOR THE APPLE II 

REMOTE MICRO FACILITY USER GUIDE FOR THE IBM PC 

SORT/MERGE V4 & 1 INSTANT 

SORT/MERGE V4 & 1 REFERENCE 

SORT/MERGE V4 & 1 USER GUIDE 

STATE PROGRAMMING LANGUAGE REFERENCE 

SYMPL VI REFERENCE 

SYMPL VI USER GUIDE 

TAF VI DATA MANAGER REFERENCE 



60499100 


B 


03 


* 




60481900 


D 


03 


11, 


.00 


60482000 


C 


03 


10, 


.00 


60482200 


D 


03 


11, 


.00 


60499000 


C 


03 


9, 


.00 


60387700 


C 


03 


7, 


.00 


60498200 


C 


03 


20, 


.00 


60497900 


B 




5, 


.00 


60497800 


J 


03 


49, 


.00 


60499700 


A 


03 


11, 


.00 


60483000 


C 


03 


7, 


.00 


60483100 


B 


03 


11, 


.00 


60483900 


A 




7, 


.00 


60484000 


C 


03 


14, 


.00 


60459460 


J 


03 


51, 


.00 


60457140 


F 




8, 


.00 


60458560 


C 


03 


34, 


.00 


60458080 


E 




73, 


.00 


60388400 


C 


03 


t 




60456480 


05 


03 


15, 


.00 


60457650 


A 




28, 


.00 


60456380 


B 


03 


* 




60484500 


C 


03 


11, 


.00 


60484400 


C 


03 


* 




60455250 


F 


03 


* 




84001950 


G 


03 


t 




60456020 


Y 


03 


95, 


.00 


60480300 


B 


03 


8, 


.00 


60450200 


C 




17, 


.00 


60458050 


B 


03 


* 




60481500 


A 


03 


26, 


.00 


60454200 


M 


03 


4. 


.00 


60456030 


A 


03 


* 




60483700 


A 




6. 


,00 


60388100 


B 


03 


30, 


,00 


60456780 


A 


03 


6. 


,00 


60456790 


A 


03 


9, 


,00 


60456820 


B 


03 


20. 


,00 


60456770 


A 


03 


9, 


,00 


60456810 


A 


03 


24. 


,00 


60483600 


B 


03 


t 




60459060 


B 


03 


10. 


,00 


60455240 


A 


WB 


24, 


,00 


60456590 


A 


WB 


18. 


,00 


60497600 


C 




4, 


,00 


60497500 


F 


03 


17. 


,00 


60482900 


A 


03 


5, 


,00 


60472200 


C 


03 


7. 


,00 


60496400 


F 


03 


11, 


.00 


60499800 


B 


03 


8, 


.00 


60455350 


C 


03 


* 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



TAF VI REFERENCE 

TAF/TS VI DATA MANAGER REFERENCE 

TAF/TS VI REFERENCE 

UNISTRUC II REFERENCE 

UNISTRUC II USER GUIDE 

UPDATE VI INSTANT 

UPDATE VI REFERENCE 

XEDIT EXTENDED TEXT EDITOR REFERENCE CARD 

XEDIT V3 REFERENCE 

8-BIT SUBROUTINES VI REFERENCE 

6000 SERIES OR CYBER 70 MODEL 72,73,74 

SCOPE VS. 4 
ttttttttt* 
APPLICATIONS 

APT IV V2 REFERENCE 

ASPOL REFERENCE 

COMPASS V3 INSTANT 

PLOT 10 CALCOMP PLOTTER PREVIEW ROUTINE USER GUIDE 

PLOT 10 CHARACTER GENERATION SYSTEM USER GUIDE 

PLOT 10 EASY GRAPHING PACKAGE USER GUIDE 

PLOT 10 GRAPHICS TABLET UTILITY ROUTINE USER GUIDE 

PLOT 10 INTERACTIVE GRAPHING PACKAGE USER GUIDE 

CYBER 70 /MODEL 76 OR 7600 
tttttttttt 
SCOPE V2 . 1 
tttttttttt 
SYSTEMS 

OPERATORS GUIDE 

APPLICATIONS 

APT IV V2 REFERENCE 

COMMON MEMORY MANAGER VI REFERENCE 

COMPASS V3 INSTANT 

COMPASS V3 REFERENCE 

COMPASS V3 SUMMARY 

FORTRAN EXTD V4 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN EXTD V4 INSTANT 

FORTRAN EXTD V4 REFERENCE 

FORTRAN EXTD V4 USERS GUIDE 

FORTRAN EXTD V4 TO FORTRAN V5 CONVERSION AID PROGRAM VI REFERENCE 

FORTRAN V5 COMMON LIBRARY MATH ROUTINES REFERENCE 

FORTRAN V5 INSTANT 

FORTRAN V5 REFERENCE 

IMSL GENERAL INFORMATION 

RA+1 INTERFACE PACKAGE (RIP) PROGRAMMING SYSTEMS BULLETIN 

SORT/MERGE V4 & 1 INSTANT 

SORT/MERGE V4 & 1 REFERENCE 

SORT/MERGE V4 & 1 USERS GUIDE 

SYMPL VI REFERENCE 



60455340 


D 


03 


* 




60453100 


E 


03 


* 




60453000 


F 


03 


* 




76079600 


K 


03 


20, 


.00 


60457550 


D 


03 


8, 


.00 


60450000 


B 




5, 


.00 


60449900 


F 


03 


8, 


.00 


84000680 






2, 


,00 


60455730 


B 


03 


10 


.00 


60495500 


C 


03 


12, 


.00 



17326900 


F 


03 


36, 


.00 


17314200 


B 


03 


* 




60361000 


B 




* 




60456780 


A 


03 


6, 


.00 


60456790 


A 


03 


9, 


.00 


60456820 


B 


03 


20, 


.00 


60456770 


A 


03 


9 


.00 


60456810 


A 


03 


24, 


.00 



60455090 


G 


03 


29, 


.00 


17326900 


F 


03 


36, 


.00 


60499200 


F 


03 


5, 


.00 


60492800 


E 




11, 


.00 


60492600 


M 


03 


36, 


.00 


60493000 


D 




3, 


.00 


60498200 


C 


03 


20, 


.00 


60497900 


B 




5, 


.00 


60497800 


J 


03 


49, 


.00 


60499700 


A 


03 


11, 


.00 


60483000 


C 


03 


7, 


.00 


60483100 


B 


03 


11, 


.00 


60483900 


A 




7. 


,00 


60481300 


J 


03 


33, 


.00 


60456380 


B 


03 


« 




60449400 


A 


03 


t 




60497600 


C 




4, 


,00 


60497500 


F 


03 


17, 


.00 


60482900 


A 


03 


5, 


.00 


60496400 


F 


03 


11, 


.00 
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Catalog Description 



SOFTWARE MANUALS (Listed by Operating System) 

Fiche Publ No. Rev Bind Price 



SYMPL VI USER GUIDE . 

UPDATE VI INSTANT 

UPDATE VI REFERENCE 

255X (2550) HOST COMMUNICATIONS PROCESSORS 

COMMUNICATIONS CONTROL INTERCOM (CCI) V3 DIAGNOSTIC HANDBOOK 

COMMUNICATIONS CONTROL INTERCOM (CCI) V3 REFERENCE 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 REFERENCE , 

COMMUNICATIONS CONTROL PROGRAM (CCP) V3 TIP WRITERS GUIDE RM 
STATE PROGRAMMING LANGUAGE REFERENCE 



60499800 


B 


03 


8, 


.00 


60450000 


B 




5, 


.00 


60449900 


F 


03 


8, 


.00 


60471180 


C 


03 


15, 


.00 


60471150 


D 


03 


11, 


.00 


60471400 


G 


03 


* 




60474600 


B 


03 


* 




60472200 


C 


03 


7, 


.00 
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MISCELLANEOUS 



MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



MISCELLANEOUS MANUALS 



AMIGAS II USERS 

ANSYS USERS VOL .1 

ANSYS USERS VOL .2 

AUTOMATED TESTING SYSTEM ( ATS ) REFERENCE { VI . 2 ) 

AUTOMATED WORKSTATION BACKUP SYSTEM VI. 5 /I. 6 OPER (CYBER 910/920) 

BASISPLUS MESSAGE SUMMARY FOR NOS/VE 

BASISPLUS SYSTEM ADMINISTRATION FOR NOS/VE 

BASISPLUS UTILITIES FOR NOS/VE 

BUSINESS CONDUCT GUIDELINES 

BUSINESS DIARY 

CAM-APT-SURF REFERENCE & USER GUIDE (NOS/VE) 

CAM-POST REFERENCE (NOS/VE , IRIX ) 

CAM-PUNCH REFERENCE ( NOS/VE , IRIX ) 

CAMS II (COMPUTER AIDED MAINT SYSTEM II ) REFERENCE 

CDC 1 10 CP/M CBASIC REFERENCE 

CDC 110 CP/M PASCAL/M USERS REFERENCE 

CDC 110 ORIGINAL SOFTWARE DISK POUCH 

CDC 110 OWNERS MANUAL (4 VOL SET IN BOX) 

CDCHELP COMMAND SUMMARY 

COMMAND SYSTEM COMBINED BILL OF MATERIAL REFERENCE 

COMMAND SYSTEM GENERAL INFORMATION 

COMMAND SYSTEM INVENTORY REFERENCE VOL .1 

COMMAND SYSTEM INVENTORY REFERENCE VOL . 2 

COMMAND SYSTEM MATERIAL REQUIREMENTS PLANNING REFERENCE 

COMMAND SYSTEM PURCHASE ORDER CONTROL SYSTEM REFERENCE 

COMMUNICATIONS HANDBOOK 

COMPAID INPUT TYPE 5B 

COMPAID USER 

CONTOURING SYSTEM V4 USER GUIDE 

CONTROL DATA 4000 SERIES APPLICATIONS DIRECTORY (3/91) 

CONTROL DATA 4000 SERIES PRODUCT MATRIX 

CP/M OPERATING SYSTEM MANUAL 

CYBER COMPUTER SYSTEMS APPLICATIONS DIRECTORY ( 4/90 ) 

CYBER 910 WORKSTATION GRAPHICS ARCHITECTURE TECHNICAL REPORT 

CYBER 910/920 COMMUNICATIONS KIT 

CYBER 910/920 OPERATING SYSTEM KIT 

CYBER 910/920 PRODUCT MATRIX 

CYBER 910-400 OWNERS GUIDE 

CYBER 920 C PROGRAMMING KIT 

CYBER 920 OWNERS KIT 

CYBER 1000 DISTRIBUTED NETWORK SYSTEM GENERAL INFORMATION 

CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 CONSOLE OPERATOR GUIDE . 
CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 DIAGNOSTIC HANDBOOK .... 
CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 INSTALLATION HANDBOOK . . 

CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 REFERENCE 

CYBERPLUS MULTIPARALLEL PROCESSING SYSTEM HRM 

DISTRIBUTED FILE SERVER USAGE (NOS/VE) 

DI-3000 USER GUIDE APPENDIX D DI-TEXTPRO V2 

DI-3000 V5 QUICK REFERENCE GUIDE 



60000262 


D 


03 


33, 


.00 


60467860 


A 


03 


56, 


.00 


60467870 


A 


03 


55, 


.00 


41618690 


D 


03 


16, 


.00 


62940827 


E 


03 


7, 


.00 


60487822 


A 


WB 


31, 


.00 


60487819 


A 


WB 


31, 


.00 


60487820 


A 


WB 


40, 


.00 


41621122 






3, 


.00 


41618599 






14, 


.00 


60000239 


02 


03 


49, 


.00 


60000237 


02 


03 


31, 


.00 


60000238 


02 


03 


4, 


.00 


60454700 


C 


03 


23, 


.00 


62940021 


02 


03 


* 




62940022 


C 


03 


15, 


.00 


62940087 


A 




13, 


.00 


62940086 


F 




60, 


.00 


60487219 


A 




1, 


.00 


60457720 


B 


03 


24, 


.00 


60457740 


A 


03 


* 




60457750 


B 


03 


* 




60457330 


B 


03 


* 




60457730 


B 


03 


* 




60457760 


B 


03 


44, 


.00 


60405100 


B 


03 


* 




84004770 


D 


03 


* 




84004760 


A 


03 


* 




41618596 




03 


55, 


.00 


60000562 


04 




48, 


.00 


62940992 


F 




4. 


,00 


62940335 


00 


03 


* 




60455370 


08 




26, 


,00 


62940671 


A 




4, 


.00 


62940655 






52. 


,00 


62940651 






525, 


,00 


62940990 


L 




6. 


,00 


62940524 


B 




76. 


,00 


62940643 






66. 


,00 


62940760 






75. 


,00 


60470340 


A 


03 


7. 


,00 


60470190 


C 


03 


* 




60470230 


E 


03 


16. 


,00 


60470220 


C 


03 


33. 


,00 


60470180 


E 


03 


* 




77960981 


A 


03 


78. 


,00 


41621410 


A 


03 


4. 


,00 


41618587 




03 


12. 


,00 


41618597 






15. 


,00 
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MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



DI-3000 V5 USER GUIDE 

ECL 10,000 SERIES MICROCIRCUITS MANUAL GF 

ENERGY MANAGEMENT SYS (EMS) DEVICE INTERFACE (DI) INSTALL/CHECK . 
ENERGY MANAGEMENT SYSTEMS (EMS) DEVICE: INTERFACE (DI) REFERENCE . 

ENERGY MANAGEMENT SYSTEMS (EMS) HARDWARE CROSS-REFERENCE 

ENERGY MANAGEMENT SYSTEMS (EMS) OVERVIEW 

ESP (EMPLOYEE SUGGESTION PROGRAM) EVALUATOR HANDBOOK 

EZVIEW TUTORIAL 

EZVIEW USERS GUIDE 

FOCUS ONE DOWNLINE TEST REFERENCE 

FOCUS ONE SYSTEM HARDWARE INFORMATION 

GEOMETRY PARTNERS DIRECTORY (SPRING 1990) (UNIX) 

GK-2000 V3 USER GUIDE 

GK-2000 V2 QUICK REFERENCE GUIDE 

GRAFMAKER USER GUIDE APPENDIX B DI-TEXTPRO V2 

GRAFMAKER V4 QUICK REFERENCE CARD 

GRAFMAKER V4 USER GUIDE 

GRAPHICS TERMINAL ASSIST VI USER GUIDE & SOFTWARE REFERENCE 

GUIDE FOR DEVELOPING THE PRODUCT/SERVICE BUSINESS PLAN 

HASP RJE WORKSTATION CONTROLWARE INSTALLATION HANDBOOK 

HASP RJE WORKSTATION CONTROLWARE OPERATOR GUIDE 

ICEM ALIAS DESIGNPAINT REFERENCE & TUTORIALS ( IRIX) 

ICEM ALIAS PROGRAMMING MANUAL VER. 3.0 

ICEM ALIAS REFERENCE MANUAL VER . 3.0 

ICEM ALIAS USERS GUIDE VER . 3.0 

ICEM DYNA3D USERS MANUAL (NOS/VE , IRIX) 

ICEM DYTAU USERS GUIDE ( NOS/VE ) 

ICEM ELECTRONICS ASPEC IC USER/REFERENCE (DOS) 

ICEM ELECTRONICS ED-LAYOUT USER GUIDE (PC VERSION) 

ICEM ELECTRONICS ED-LAYOUT USER/REFERENCE VOL.1 (PC VERSION) 

ICEM ELECTRONICS ED-LAYOUT USER/REFERENCE VOL.2 (PC VERSION) 

ICEM ELECTRONICS ED-SCHEMATICS USER/REFERENCE VOL.1 (PC VERSION). 
ICEM ELECTRONICS ED-SCHEMATICS USER/REFERENCE VOL.2 (PC VERSION). 

ICEM ELECTRONICS ED-UTILITIES USER/REFERENCE (PC VERSION) 

ICEM INGRID BY EXAMPLE, A PICTURAL TUTORIAL (NOS 2, IRIX) 

ICEM INGRID USERS MANUAL ( NOS 2 , IRIX ) 

ICEM NADYN USERS GUIDE (NOS/VE, IRIX) 

ICEM PLUS HANDBOOK 

ICEM TAURUS USERS MANUAL ( NOS 2 , IRIX ) 

IMSL MATH/LIBRARY USERS VERSION 1.1 

IMSL SFUN/LIBRARY USERS 

IMSL STAT/LIBRARY USERS VERSION 1.1 

IPF/CDCS LINK SYSTEM USER GUIDE ( NOS 2 ) 

KATO MOTOR GENERATOR SETS (SERIAL 55972 & ABOVE) HMM VOL.1 

KATO MOTOR GENERATOR SETS (SER. 55972 & ABOVE) HMM VOL.2 (DIAGS), 

KNOWLEDGE BASE AUTHORS MANUAL - KES HT REFERENCE V2 . 5 

KNOWLEDGE BASE AUTHORS MANUAL - KES PS REFERENCE V2 . 5 

MAPIII/IV DIAGNOSTIC DOCUMENTATION 

METAFILE TRANSLATOR USER GUIDE WITH CGM 

MGG USER GUIDE V2 . 1 ( NOS/VE ) 

MICRO-PROGRAMMABLE COMPUTER FAMILY MICRO PROCESSOR HRM 



41618598 




WB 


84, 


.00 


60417700 


E 




6. 


.00 


60467730 


06 


03 


30. 


,00 


60467720 


A 


03 


38. 


,00 


60467830 


A 


03 


8, 


.00 


60467710 


C 


03 


10. 


.00 


41621121 






3, 


.00 


60000569 


A 


03 


3. 


.00 


60000563 


B 


03 


11, 


.00 


60465650 


B 


03 


4, 


.00 


60466070 


B 


03 


35, 


.00 


62940503 


F 




23, 


.00 


41621105 


B 


WB 


94, 


.00 


41618592 


B 




13. 


.00 


41618588 




03 


13, 


.00 


41618593 






9, 


.00 


41618594 




03 


72, 


.00 


60476100 


C 


03 


9, 


.00 


15013012 




03 


* 




60475360 


C 


03 


* 




60475350 


D 


03 


* 




60000488 


01 


03 


7, 


.00 


60000585 


A 


WB 


158, 


.00 


60000584 


A 


WB 


158, 


.00 


60000583 


A 


WB 


158, 


.00 


60000483 


4H 


03 


26, 


.00 


60000486 


01 


03 


1, 


.00 


60388400 


C 


03 


t 




60000383 


A 


03 


t 




60000305 


A 


03 


t 




60000306 


A 


03 


t 




60000303 


A 


03 


t 




60000304 


A 


03 


* 




60000265 


B 


03 


* 




60000482 


01 


03 


* 




60000484 


01 


03 


20, 


.00 


60000487 


01 


03 


2, 


.00 


41620772 






23, 


.00 


60000485 


00 


03 


12, 


.00 


41621849 


A 




44, 


.00 


41621855 






20, 


.00 


41621852 


A 




44, 


.00 


41620955 


A 


03 


* 




60420800 


H 


03 


* 




60419900 


E 


03 


40, 


,00 


41620996 


B 


WB 


161, 


,00 


41620997 


B 


WB 


161, 


.00 


60457230 


B 


03 


t 




41618595 


B 


03 


35, 


.00 


60462640 


A 




37. 


,00 


88973400 


01 


03 


13, 


.00 
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MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



MIDAS DESIGN VERIFICATION REFERENCE (VI. 8 & VI. 9) 

NOS/VE 1.2.2 TUNING GUIDE FOR ICEM PLUS APPLICATIONS 

OPERATIONAL DIAGNOSTIC SYSTEM (ODS) V2 REFERENCE 

ORACLE V5.1 DOCUMENTATION GUIDE FOR ORACLE (8/15/90) 

ORACLE V5 . 1 DATABASE ADMINISTRATORS GUIDE 

ORACLE V5 . 1 EASY*SQL USER GUIDE VER. 2.2 

ORACLE V5 . 1 ERROR MESSAGES & CODES MANUAL 

ORACLE V5 . 1 INSTALLATION & USERS GUIDE 

ORACLE V5 . 1 INSTALLATION & USERS GUIDE 

ORACLE V5 . 1 INTRODUCTION TO EASY*SQL VER . 2.2 

ORACLE V5 . 1 INTRODUCTION TO SQL 

ORACLE V5.1 INTRODUCTION TO SQL*FORMS VER. 2.0 

ORACLE V5 . 1 PRO*COBOL USERS GUIDE VER. 1.1 

ORACLE V5 . 1 PRO*FORTRAN USERS GUIDE VER. 1.1 

ORACLE V5 . 1 SQL*CALC USERS GUIDE VER . 1.2 

ORACLE V5.1 SQL*FORMS DESIGNERS QUICK REFERENCE VER. 2.0 

ORACLE V5 . 1 SQL*FORMS DESIGNERS REFERENCE VER . 2.0 

ORACLE V5 . 1 SQL*FORMS DESIGNERS TUTORIAL VER. 2.0 

ORACLE V5 . 1 SQL*FORMS OPERATORS GUIDE VER . 2.0 

ORACLE V5.1 SQL*FORMS OPERATORS QUICK REFERENCE VER. 2.0 

ORACLE V5 . 1 SQL*FORMS RELEASE NOTES VER . 2.0 

ORACLE V5 . 1 SQL*MENU USERS GUIDE VER . 4.1 

ORACLE V5 . 1 SQL*NET TCP/IP USERS GUIDE VER . 1.0 

ORACLE V5 . 1 SQL*PLUS QUICK REFERENCE VER . 2.0 

ORACLE V5 . 1 SQL*PLUS REFERENCE GUIDE VER . 2.0 

ORACLE V5 . 1 SQL*PLUS USERS GUIDE VER . 2.0 

ORACLE V5 . 1 SQL*REPORT USERS GUIDE VER . 1.0 

ORACLE V5 . 1 UTILITIES USERS GUIDE 

ORACLE V6.0 DOCUMENTATION GUIDE FOR ORACLE (8/15/90) 

ORACLE V6 . DATABASE ADMINISTRATORS GUIDE 

ORACLE V6 . ERROR MESSAGES & CODES MANUAL 

ORACLE V6 . INSTALLATION & USERS GUIDE 

ORACLE V6 . INSTALLATION & USERS GUIDE 

ORACLE V6 . INTRODUCTION TO SQL*CALC VER . 1.1 

ORACLE V6.0 PRO*C SUPPLEMENT TO ORACLE PRECOMPILERS GUIDE VER 1.3 
ORACLE V6.0 PRO*COBOL SUPPLEMENT ORACLE PRECOMPILERS GUIDE VI . 3 . 
ORACLE V6.0 PRO*FORTRAN SUPPLEMENT ORACLE PRECOMPILERS GUIDE VI . 3 

ORACLE V6 . PROGRAMMATIC INTERFACES ADDENDUM VER. 1.3 

ORACLE V6.0 PROGRAMMERS GUIDE TO ORACLE CALL INTERFACES 

ORACLE V6.0 PROGRAMMERS GUIDE TO ORACLE PRECOMPILERS VER. 1.3 ... 

ORACLE V6 . RDBMS PERFORMANCE TUNING GUIDE 

ORACLE V6 . SQL*CALC USERS GUIDE VER . 1.2 

ORACLE V6.0 SQL*FORMS DESIGNERS QUICK REFERENCE VER. 2.3 

ORACLE V6.0 SQL*FORMS DESIGNERS REFERENCE VER. 2.0 

ORACLE V6 . •SQL*FORMS DESIGNERS TUTORIAL VER . 2.3 

ORACLE V6 .0 SQL*FORMS DOCUMENTATION ADDENDUM VER. 2.3 

ORACLE V6 . SQL*FORMS OPERATORS GUIDE VER . 2.3 

ORACLE V6.0 SQL*FORMS OPERATORS QUICK REFERENCE VER. 2.3 

ORACLE V6.0 SQL LANGUAGE QUICK REFERENCE VER. 6.0 

ORACLE V6 . SQL LANGUAGE REFERENCE 

ORACLE V6 . SQL*LOADER USERS GUIDE VER . 1.0 



60459550 


G 03 31 


.00 


41621329 


A 03 6 


.00 


96768410 


K 03 * 




60488052 


B 


2 


.00 


41621233 


B 


68 


.00 


41619077 


A 


45. 


.00 


41621236 


B 


23 


.00 


60488013 


B 


86 


.00 


60488013 


C 


86 


.00 


41619076 


A 


18 


.00 


41619082 


A 


18 


.00 


41621246 


A 


18, 


.00 


41621258 


A 


59, 


.00 


41621259 


A 


59, 


.00 


41619074 


A 


44, 


.00 


41621255 


A 


14, 


.00 


41621249 


A 


59, 


.00 


41621248 


A 


45, 


.00 


41621247 


A 


45, 


.00 


41621254 


A 


14, 


.00 


41621245 


A 


7, 


.00 


41619079 


A 


57, 


.00 


60488023 


A 


45, 


.00 


41621244 


B 


14, 


.00 


41619071 


A 


63, 


.00 


41621239 


B 


45, 


.00 


41619081 


A 


45, 


.00 


41621234 


B 


45, 


,00 


60488052 


B 


2, 


.00 


41621233 


D 


66, 


.00 


41621236 


C 


23, 


.00 


60488014 


B 


16, 


.00 


60488014 


C 


16, 


,00 


60488034 


A 


18. 


,00 


60488047 


A 


23. 


,00 


60488045 


A 


23. 


,00 


60488046 


A 


23. 


,00 


60488030 


A 


18. 


,00 


60488044 


A 


45. 


,00 


60488043 


A 


45. 


,00 


60488033 


A 


35. 


,00 


41619074 


A 


44. 


,00 


41621255 


B 


14. 


,00 


41621249 


A 


59. 


00 


41621248 


B 


45. 


,00 


60488026 


A 


18. 


00 


41621247 


B 


45. 


,00 


41621254 


B 


14. 


,00 


60488057 


A 


14. 


,00 


60488032 


A 


61. 


00 


60488028 


A 


45. 


,00 
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Catalog Description 



Fiche Publ No. Rev Bind Price 



ORACLE V6 . SQL*MENU DESIGNERS QUICK REFERENCE 

ORACLE V6.0 SQL*NET TCP/IP USERS GUIDE VER. 1.2 

ORACLE V6.0 SQL*PLUS USERS GUIDE & REFERENCE VER. 3.0 

ORACLE V6 . SQL*REPORT ADDENDUM VER . 1.1 

ORACLE V6 . SQL*REPORT USERS GUIDE VER. 1.0 

ORACLE V6 . UTILITIES USER GUIDE 

PICSURE PLUS V2 USER GUIDE - PICQUICK 

PICSURE PLUS V2 USER GUIDE - PICTOOLS 

PICSURE USER 

PICSURE V2 CHARTBOOK 

PICSURE V2 QUICK REFERENCE GUIDE 

PLOT 10 TCS V5 PROGRAMMER REFERENCE 

POSTSCRIPT LANGUAGE REFERENCE 

POSTSCRIPT LANGUAGE TUTORIAL & COOKBOOK 

PRECISE* I/E OVERVIEW 

PRODUCT TO EQUIPMENT/EQUIPMENT TO PRODUCT CROSS REFERENCE LIST . . 

PROTECTING INTELLECTUAL PROPERTY 

QSE 20048 (AA154-A) SINGLE PROCESSOR IN UPRIGHT CABINET HR/MM ... 

REMOTE HOST FACILITY HANDBOOK FOR DEC SYSTEMS 

REMOTE HOST FACILITY LCN HANDBOOK FOR DEC/VAX SYSTEMS 

REMOTE HOST FACILITY HANDBOOK FOR IBM SYSTEMS 

REMOTE HOST FACILITY HANDBOOK FOR IBM VM/SP SYSTEMS 

REMOTE HOST FACILITY PROGRAM INTERFACE USAGE 

REMOTE HOST FACILITY X.25 HANDBOOK FOR DEC/VAX SYSTEMS 

SCICONIC/VM USER GUIDE (NOS/VE) 

SOFTWARE DIRECTORY (PRODUCT LISTING) 

SOFTWARE & HARDWARE PRODUCT DESCRIPTIONS PRODUCT RESOURCE MANUAL. 

SOLEX INSTALLATION GUIDE , 

SOLEX INSTANT REFERENCE , 

SOLEX REFERENCE , 

SOLEX TECHNICAL HANDBOOK .' . , 

SOLEX 28211/32111 PRINTER AIDES USER GUIDE VOL.1 

SOLEX 28211/32111 PRINTER AIDES USER GUIDE VOL.2 

STANDALONE UTILITIES V4 . 1 USER GUIDE , 

UNIBOL/DIBOL USER REFERENCE 

VISTADRAW , 

VISTAJCL 

XLIB PROGRAMMING MANUAL FOR VERSION 11 (NOS/VE ,VX/VE ) 

XLIB REFERENCE MANUAL FOR VERSION 11 (NOS/VE ,VX/VE ) , 

ZENITH Z-130/Z-140 PC SERIES SERVICE GUIDE 

ZENITH Z-150 DIAGNOSTIC REFERENCE . . , 

ZENITH Z-150/Z-160 PC SERIES SERVICE GUIDE , 

ZENITH Z-159 PC SERIES SERVICE GUIDE , 

ZENITH Z-200 PC SERIES SERVICE GUIDE 

ZENITH Z-200 PC (8/12 MHZ) DIAGNOSTIC SOFTWARE & MANUAL , 

ZENITH Z-248 SERVICE GUIDE , 

ZENITH 12 MHZ PC/AT SERVICE GUIDE (Z-2500) 



60488050 


A 




14. 


.00 


60488041 


A 




44. 


.00 


60488024 


A 




57. 


.00 


60488027 


A 




7. 


.00 


41619081 


A 




45, 


.00 


41621234 


C 




45, 


.00 


41621222 




03 


81, 


.00 


41621226 




03 


24. 


.00 


41621107 




03 


72, 


.00 


41618590 






41, 


.00 


41618591 






29, 


.00 


41600010 




WB 


121, 


.00 


62940996 


A 




29, 


.00 


62940995 


A 




23, 


.00 


76070010 


A 




15, 


.00 


60071500 


S 


03 


90, 


.00 


60000241 






2 


.00 


60475730 


G 


03 


40, 


.00 


60460610 


A 


03 


* 




60455480 


D 


03 


22, 


.00 


60459050 


D 


03 


24 


.00 


60000222 


A 


03 


23, 


.00 


60463820 


A 


03 


6 


.00 


60000347 


A 


03 


* 




41621241 


A 




21, 


.00 


41618830 


E 


03 


* 




60459160 


J 


03 


* 




22241568 


J 


03 


* 




22291435 


J 




* 




22241421 


J 


03 


* 




60465400 


B 




8 


.00 


60465370 


C 


03 


11 


.00 


60465380 


B 


03 


24 


.00 


60466020 


F 


03 


5, 


.00 


41621099 




WB 


97 


.00 


41621168 




03 


10, 


.00 


41621167 




03 


13 


.00 


60464701 


A 




44 


.00 


60464702 


A 




44 


.00 


41621164 






44 


.00 


62950151 


C 




80 


.00 


41621163 


B 




21 


.00 


62940518 


A 




11 


.00 


41621161 




03 


9, 


.00 


62950176 


A 




57 


.00 


62950175 


A 




91 


.00 


62940520 


A 




44 


.00 
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CYBER 120 (DATA GENERAL) MANUALS 



AOS & AOS/VS USERS HANDBOOK 

COMMAND LINE INTERPRETER (CLI) USERS (AOS & AOS/VS) 

COMMUNICATIONS CABLING TECHNICAL REFERENCE 

CYBER 120 REMOTE HOST FACILITY (RHF) USER GUIDE 

HASP II WORKSTATION EMULATOR (HAMLET) USERS (AOS & AOS/VS) 

HOW TO GENERATE & RUN AOS/VS 

LEARNING TO USE YOUR AOS/VS SYSTEM 

SED TEXT EDITOR USERS ( AOS & AOS/VS ) 

SPEED TEXT EDITOR USERS (AOS & AOS/VS) 

STARTING/RUNNING AOS/VS ON ECLIPSE MV/2000 DC & DS/7000 SYSTEMS 

USING AOS/VS INTERNET 

USING AOS/VS TRANSMISSION CONTROL PROTOCOL (TCP) 

USING THE XODIAC NETWORK MANAGEMENT SYSTEM (AOS & AOS/VS) 

PROFESSIONAL SERVICES (PS/SPL) 

CONCURRENT VERSION RECORD MANAGER (CVRM) REFERENCE ( NOS 2) 

CYBER 200 INSTRUCTION ANALYZER (CIA) USER GUIDE (VSOS 2) 

HOTSPOT REFERENCE/INSTALLATION HANDBOOK (NOS 2 ) 

NETWORK JOB ENTRY FACILITY (NJEF) INSTALLATION HANDBOOK (NOS 2) 

NETWORK JOB ENTRY FACILITY (NJEF) REFERENCE (NOS 2) 

NETWORK TRANSFER FACILITY (NTF) USAGE (NOS/VE) 

PERMANENT FILE HOLE SQUEEZER USER GUIDE/INSTALL HANDBOOK (NOS 2) 

PRECISE*PC-IAST USER GUIDE 

TERMINAL CLUSTER FACILITY (TCF) REFERENCE/INSTALL HB (NOS 2) ... 

TIELINE-NP GENERAL INFORMATION ( NOS 2 ) 

TIELINE/NP V2 CENTRAL SITE OPERATOR GUIDE (NOS 2) 



62940402 


02 


03 


40, 


.00 


62940165 


E 


03 


28, 


.00 


62940102 


02 


03 


t 




62940401 


E 


03 


16, 


.00 


62940177 


B 


03 


12, 


.00 


62940359 


07 


03 


86, 


.00 


62940360 


02 


03 


32, 


.00 


62940317 


C 


03 


9, 


.00 


62940187 


D 


03 


16, 


.00 


62940502 


00 


03 


* 




62940522 


A 


03 


44, 


.00 


62940521 


A 


03 


27, 


.00 


62940271 


02 


03 


11, 


.00 



15190138 


C 


03 


19, 


.00 


15190111 


C 


03 


* 




15190051 


B 


03 


7, 


.00 


15190118 


K 


03 


9, 


.00 


15190129 


F 


03 


17, 


.00 


15190150 


E 


03 


15, 


.00 


15190004 


C 


03 


* 




15190149 


A 


WB 


20, 


.00 


15190107 


F 


03 


10, 


.00 


15190018 


B 


03 


7, 


.00 


15190132 


D 


03 


* 





SITE PREPARATION MANUALS 



CDC COMPUTER SYSTEMS (INACTIVE PRODUCTS) SEC . 3 PERIPH EQUIP SPM . 

CDC COMPUTER SYSTEMS SECTION 4 MONITORING & POWER DATA SPM 

CYBER SUPERMINI COMPUTER SYSTEM CUSTOMER SPM 

CYBER 18-17 MINI COMPUTER SYSTEMS SEC.l GEN SITE REQUIREMENTS SPM 
CYBER 170 MODELS 171/172/173/174/175 SECTION 2 SYSTEM DATA SPM .. 

CYBER 170 MODEL 176 SECTION 2 SYSTEM DATA SPM 

CYBER 170 MODELS 720/730/740/750/760 SECTION 2 SYSTEM DATA SPM .. 

CYBER 170 MODELS 815/825 SECTION 2 SYSTEM DATA SPM 

CYBER 170 MODELS 815S/825S SECTION 2 SYSTEM DATA SPM 

CYBER 170 MODEL 835 SECTION 2 SYSTEM DATA SPM 

CYBER 170/180 MODELS 845/855 SECTION 2 SYSTEM DATA SPM 

CYBER 170/170M MODELS 865/875 SECTION 2 SYSTEM DATA SPM 

CYBER 180 MODELS 810/830 SECTION 2 SYSTEM DATA SPM 

CYBER 180 MODELS 840/850/860 COMPUTER SYSTEMS SPM 

CYBER 180 MODELS 840S/845S/855S SECTION 2 SYSTEM DATA SPM 

CYBER 180 MODEL 990 COMPUTER SYSTEM SPM 

CYBER 200 MODEL 205 SECTION 2 SYSTEM DATA SPM 

CYBERPLUS PARALLEL PROCESSOR SYSTEM SECTION 2 SYSTEM DATA SPM . . . 
MAINFRAME COMPLEX CYBER 2000 SPM 



60461500 


B 


03 


41 


.00 


60451300 


M 


03 


39 


.00 


60469710 


C 


03 


5, 


.00 


60437000 


C 


03 


t 




60420100 


N 


03 


* 




60451620 


F 


03 


* 




60456890 


M 


03 


* 




60469130 


F 


03 


* 




60469016 


A 


03 


5, 


.00 


60469010 


F 


03 


9, 


.00 


60458210 


H 


03 


23. 


.00 


60458530 


G 


03 


* 




60469430 


E 


03 


5. 


,00 


60462300 


C 


03 


14, 


.00 


60463380 


B 


03 


24. 


,00 


60462120 


F 


03 


14, 


.00 


60381620 


D 


03 


* 




60461720 


B 


03 


* 




60000328 


C 


03 


11. 


,00 
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MAINFRAME COMPLEX DATA CYBER 840A, 850A, 860A, 870A SPM 

MAINFRAME COMPLEX DATA CYBER 960 & 962 SPM 

MAINFRAME COMPLEX DATA CYBER 992 & 994 SPM 

MAINFRAME COMPLEX DATA CYBER 990E & 995E SPM 

MINI COMPUTER SYSTEMS SECTION 3 PERIPHERAL EQUIPMENT DATA SPM . . 
NETWORK PROCESSOR UNIT SECTION 2 SYSTEM & PERIPH EQUIP DATA SPM 

PERIPHERAL EQUIPMENT DATA SPM 

SITE PREPARATION GENERAL INFORMATION 

TERMINALS/STATIONS/SUBSYSTEMS 79 1-X, 7077-1 , 732-XX, 733-10 SPM ... 

TEMPLATES 

CYBER 910-300 UNIX V5 KEYBOARD TEMPLATE FOR ICEM DDN 2.1 

CYBER 910-500/910-600 UNIX V5 KEYBOARD TEMPLATE FOR ICEM DDN 2.1 

FLOWCHART TEMPLATE 

FORM DESIGN AID (915 PAGE READER) 

LOGIC DRAWING TEMPLATE 

FULL-SIZE FLOOR TEMPLATES CYBER 840A, 850A, 860A, 870A : 

CIO 

CP-0 

CP- 1 

INTERBAY, CM, NIO 

SYSTEM POWER MONITOR 

18675-1 , 3 WATER COOLING UNIT 

18677-1 , WATER COOLING UNIT 

18856-2 SECONDARY lOU 

FULL-SIZE FLOOR TEMPLATES CYBER 990E,995E: 

SYSTEM POWER MONITOR 

UNITS 1, 2, 3, 4 

UNITS 5, 9, 10 

UNITS 7 , 8 

UNIT 6 

18675-2 , 3 WATER COOLING UNIT 

18856-1 SECONDARY lOU 



GF 



60463550 


E 


03 


27, 


.00 


60000119 


G 


03 


19. 


.00 


60000298 


D 


03 


51. 


,00 


60463520 


E 


03 


49. 


.00 


60437200 


G 


03 


t 




74641200 


L 


03 


* 




60275300 


AN 


03 


28, 


.00 


60275100 


H 


03 


6. 


.00 


60277500 


C 




!|: 




60000451 


A 




6. 


.00 


60000453 


A 




4, 


.00 


10124300 






2. 


.00 


48402800 






12, 


.00 


82269600 






12, 


.00 


22121094 






50, 


.00 


22121092 






50, 


.00 


22121093 






50, 


.00 


22121091 






50, 


.00 


53595859 






50, 


.00 


24615630 






50, 


.00 


24615631 






50, 


.00 


22110684 






50, 


.00 


53595859 






50, 


.00 


53595711 






50, 


.00 


53595712 






50, 


.00 


53595713 






50, 


.00 


53595714 






50, 


.00 


24615630 






50. 


,00 


22110684 






50, 


.00 



BINDERS 
3 RING FOR 8-1/2 X 11 MANUALS 



1" BINDER - GREY W/CDC LOGO <D RING) ' 60086400 

1-1/2" BINDER - GREY W/CDC LOGO {D RING) 60086220 

2-1/4" BINDER - GREY W/CDC LOGO (D-RING) 60086240 

1" BINDER - WHITE (PLAIN W/POCKET) 60085800 

1-1/2" BINDER - WHITE (PLAIN W/POCKET) 60085900 

2" BINDER - WHITE (PLAIN W/POCKET) 60086300 



00 
00 
00 

00 
00 
00 
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3 RING FOR 6X9 MANUALS 

1" BINDER - GREY W/CDC LOGO (D RING) 

1-1/2" BINDER - GREY W/CDC LOGO (D RING) 

2" BINDER - GREY W/CDC LOGO (D RING) 

6 RING CODE BOOK (INSTANT) BINDERS 

1" BINDER - GREY W/CDC LOGO 

6 RING FOR 11 X 17 DIAGRAM MANUALS 

1-1/2" BINDER - GREY W/CDC LOGO 

BUSINESS MANAGEMENT SERVICES 

ACCOUNTING APPLICATIONS PRODUCT TRAINING GUIDE . 

ACCOUNTS PAYABLE CUSTOMER REFERENCE MANUAL 

BINDER - BLUE (3 RING, 3-1/2") (WITH BUSINESS MGMT SVCS LOGO) ... 
ODBC ACCOUNTS PAYABLE PURCHASE ORDER MATCHING/CONTROL SYS MKTG GD 

ODBC NATIONAL SPECIALTIES PRACTICE SET 

CHECK MASTER MAINTENANCE FACILITY USER MANUAL 

FULL SERVICE TAX FILING CUSTOMER FILE ( 10/88 ) 

GENERAL LEDGER CUSTOMER FILE ( 12/86 ) 

GUIDE TO A WELL MANAGED INSTALLATION 

JOB COST INSTALLATION & SERVICING GUIDE 

MULTIPURPOSE EXTRACT INSTALL & SERVICING GUIDE AND OPERATIONS . . . 

ORCHESTRATOR CUSTOMER FILE ( 11/89 ) 

ORCHESTRATOR INSTALLATION & SERVICING GUIDE 

ORCHESTRATOR PREMIER REPORT WRITER TUTORIAL (4/90) 

ORCHESTRATOR SIGNATURE PAYROLL CUSTOMER TRNG I LEARNING GD( 10/90) 

ORCHESTRATOR SIGNATURE PAYROLL QUICK REFERENCE GUIDE (3/91) 

ORCHESTRATOR SIGNATURE PAYROLL TUTORIAL ( 3/91 ) 

ORCHESTRATOR TRAINING GUIDE 

PAYROLL 4 CUSTOMER TRAINING SEMINAR 

PAYROLL 4 CUSTOMER TRAINING SEMINAR FOLDER 

REPERTOIRE APPLICANT MATCH CUSTOMER START-UP GUIDE 

REPERTOIRE CONVERSION CUSTOMER FILE FOLDER (6/90) 

REPERTOIRE CONVERSION PLANNING GUIDE 

REPERTOIRE CONVERSION UTILITY GUIDE 

REPERTOIRE CUSTOMER FILE ( 9/90 ) 

REPERTOIRE CUSTOMER START-UP GUIDE 

REPERTOIRE SAMPLE DATA BASE DEMONSTRATION GUIDE ( 10/90) 

REPERTOIRE STUDENT TRAINING MANUAL 

REPERTOIRE TRAINING GUIDE 

SIGNATURE PAYROLL CUSTOMER TRAINING I LEARNING GUIDE (7/89) 

SIGNATURE PAYROLL PRODUCT TRAINING MANUAL (4/90) 

SIGNATURE PAYROLL QUICK REFERENCE GUIDE 

SIGNATURE PAYROLL REPORTS TRAINING MANUAL 

SIGNATURE PAYROLL SERVICES CUSTOMER FILE ( 1/89) 

SIGNATURE PAYROLL SERVICES CUSTOMER REFERENCE MANUAL 



60086200 
60086210 
60086215 



60088701 



60087020 



5.00 
6.00 
6.00 



10.00 



27.00 



41621115 




WB 


4, 


.00 


41621367 


A 


03 


31 


.00 


41628054 






7, 


.00 


41621112 




03 


3 


.00 


41621126 






25, 


.00 


41628075 


A 


03 


11, 


.00 


41621136 






3, 


.00 


41621138 


A 




5, 


.00 


41628080 


A 


WB 


34, 


.00 


41621358 


A 


03 


50, 


.00 


41628061 


A 


03 


10, 


.00 


41621302 






10, 


.00 


41621359 


A 


03 


11, 


.00 


41628001 


B 




50, 


.00 


41628053 






6, 


.00 


41628000 






35, 


.00 


41621304 


F 




50, 


.00 


41621303 


C 


WB 


22, 


.00 


41621082 


C 




4, 


.00 


41621086 






6, 


.00 


41628060 


A 


WB 


39, 


.00 


41628059 






13, 


.00 


41628057 






16, 


.00 


41628056 






18, 


.00 


41621305 






8. 


.00 


41621307 


H 


WB 


28, 


.00 


41628090 






8. 


,00 


41618560 


D 


WB 


22. 


,00 


41621306 


B 


WB 


26. 


,00 


41628051 






5. 


,00 


41621111 




WB 


30. 


,00 


41621085 


C 




10. 


,00 


41621110 


A 


WB 


25. 


,00 


41621139 






3. 


,00 


41621370 


B 


03 


72. 


,00 
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SIGNATURE PAYROLL SERVICES INSTALLATION & SERVICING GUIDE 

SIGNATURE PAYROLL STARTUP KIT ( 1/89 ) 

SIGNATURE PAYROLL TAX FILING INSTALLATION GUIDE 

SIGNATURE PAYROLL TAX FILING PRODUCT MANUAL 

BUSINESS MANAGEMENT SERVICES - PROMOTIONAL ITEMS FOR SALES OFFICES 
(FOR INTERNAL ORDERING ONLY) 

ADVANTAGE CUSTOMER BROCHURE 

ADVANTAGE CUSTOMER ENVELOPE 

ADVANTAGE CUSTOMER FILE FOLDER 

ADVANTAGE CUSTOMER LETTERHEAD 

ADVANTAGE CUSTOMER LETTERHEAD 2ND SHEET 

ADVANTAGE CUSTOMER POST-IT NOTEPADS 

ADVANTAGE CUSTOMER VALUE ASSESSMENT BOOK (11/90) 

ANALYZING & PAYROLL SYSTEM ARTICLE REPRINT ( 12/90) 

BENEFITS TOO EXPENSIVE ARTICLE REPRINT ( 7/89 ) 

CAPABILITIES BROCH - PAYROLL, HUMAN RESOURCES, ACCOUNTING (10/90) 

COMPLEX PAYROLL SYSTEM GROWS UP ARTICLE REPRINT ( 12/90) 

COMPUTER FOCUS ARTICLE REPRINT ( 1989 ) 

COMPUTERWORLD 20 BEST COMPUTER COMPANIES ARTICLE REPRINT (12/90). 

CONTROL DATA'S CERT TEAM ARTICLE REPRINT (3/91) 

CONTROL DATA'S MUSOLINO PLANS FOR LOCAL GROWTH ARTICLE REP (3/91) 

CUSTOMER SATISFACTION TREND DATA SHEET 

CUSTOMER TESTIMONIAL ARTICLE REPRINT ( 11/88 ) 

EDGE KEYNOTE ARTICLE REPRINT (9/90) 

EMPLOYEE GUIDE TO STRATEGIC DIRECTION ( 2/91 ) 

GENERAL BANKING BROCHURE 

GUARDIAN BROCHURE 

HE WITH EARS , HEARS ARTICLE REPRINT ( 5/89 ) 

HOW YOUR COMPANY CAN GET 

HR/PC ARTICLE REPRINT ( 7/89 ) 

HR/PC - MAKING HR WORK AFTER A MERGER ARTICLE REPRINT (9/90) 

IT ' S EASY TO SWITCH 

LASER EARNINGS STATEMENT 

LASER EARNINGS STATEMENT COMPARISON 

LASER EARNINGS STATEMENT WITH PRE-TAX ITEMS 

MERGERS & ACQUISITIONS SURVEY ARTICLE REPRINTS (1989) 

ORCHESTRATOR CUSTOMER AGREEMENT 

ORCHESTRATOR SOFTWARE BROCHURE ( 11/90 ) 

ORCHESTRATOR XPRESSCHECK 

OUTSOURCING NONSTRATEGIC DATA OPERATIONS ARTICLE REPRINT (3/91) . 

PARTNERSHIP QUICK REFERENCE GUIDE 

PARTNERSHIPS NEWSLETTER - CHILD WORLD 

PARTNERSHIPS NEWSLETTER - COLOMBO YOGURT 

PARTNERSHIPS NEWSLETTER - HILLS BROS . COFFEE 

PARTNERSHIPS NEWSLETTER - MSI 

PARTNERSHIPS NEWSLETTER - UNITED ARTISTS 

PAY ANALYSIS REPORT SAMPLE PAR-SF-01/02 

PAY ANALYSIS REPORT SAMPLE PAR-SF-03 

PAY ANALYSIS REPORT SAMPLE PAR-SF-04 



41628002 A 03 
41621084 

41628055 03 

41621390 WB 



205702 D 

205614 

205723 A 

205270 A 

205703 

205724 

205757 

205758 

205734 

204959 A 

205760 

205732 

205762 

205780 

205779 

205766 

205718 

205754 

205776 

205752 

205721 

205730 

205789 

205729 

205749 

205790 

205764 

205747 

205763 

205717 

205736 

205111 

205737 

205784 

205172 B 

205740 

205741 

205742 

205768 

205767 

205707 

205709 

205710 



74.00 
11.00 
11.00 
12.00 
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PAY ANALYSIS REPORT SAMPLE PAR-SF-05 

PAY ANALYSIS REPORT SAMPLE PAR-SF-06 

PAYROLL & ACCOUNTS PAYABLE CHECKS 

PAYROLL EXCHANGE ARTICLE REPRINT (9/89 ) 

PAYROLL EXCHANGE COVER STORY REPRINT ( 5/90 ) 

PAYROLL & HR HARMONY ARTICLE REPRINT ( 1/91 ) 

PAYROLL 4 ACCOUNTING TOTALS - DETAIL & TOTALS 

PAYROLL 4 CHECK/EARNING STATEMENTS 

PAYROLL 4 CURRENT ALLOCATIONS AUDIT REPORT 

PAYROLL 4 CURRENT PAY REGISTER DETAILED SUMMARY 

PAYROLL 4 DATABASE REPORT - CURRENT INVESTMENT {401K) 

PAYROLL 4 DATABASE REPORT - IF % INCREASE - THEN 

PAYROLL 4 DATABASE REPORT - LIFE INSURANCE 

PAYROLL 4 DATABASE REPORT - VACATION SICK HOLIDAY 

PAYROLL 4 EMPLOYEE EARNINGS LEDGER 

PAYROLL 4 FIXED DISTRIBUTION AUDIT REPORT 

PAYROLL 4 FUNDS TRANSFER ENTRY REGISTER 

PAYROLL 4 INDIVIDUAL DEDUCTION REGISTERS 

PAYROLL 4 INDIVIDUAL DEDUCTION REGISTER - BONDS 

PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT EMPLOYEE HOURS/EARNINGS 

PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT EXPENSE SPREAD 

PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT-MTD EXPENSE SPREAD .... 
PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT-MTD HOURS/EARNINGS .... 

PAYROLL 4 PERFORMANCE ANALYSIS - MTD-YTD EXPENSE SUMMARY , 

PAYROLL 4 VACATION SICK HOLIDAY - SYSTEM REPORT , 

PAYROLL 4 WAGE & TAX REPORT - COMPANY TOTALS , 

PAYROLL 4 WAGE & TAX REPORT - EMPLOYEE DETAIL , 

PAYROLL 4 WAGE & TAX REPORT - FEDERAL-STATE-LOCAL , 

PERIODIC AUDITS ARTICLE REPRINT ( 3/91) , 

PODIUM 

PRENTICE HALL PAYROLL REPORT ARTICLE REPRINT (9/90) , 

PRENTICE HALL PERSONNEL MANAGEMENT REPORT ARTICLE REPRINT (9/90), 

PRESIDENTS BULLETIN (2/91) 

QUALITY CULTURE ARTICLE REPRINT ( 12/90) , 

QUALITY SOLUTIONS POCKET FOLDER ( 3/90 ) , 

REPERTOIRE APPLICANT MATCH , 

REPERTOIRE APPLICANT TRACK , 

REPERTOIRE BROCHURE INSERT , 

REPERTOIRE CUSTOMER AGREEMENT FOLDER , 

REPERTOIRE DATA SHEET , 

REPERTOIRE HUMAN RESOURCES MANAGEMENT SYSTEM BROCHURE (11/90) ... 

REPERTOIRE NOTEPAD , 

REPERTOIRE WELCOME BROCHURE , 

REPERTOIRE 5 . ENVELOPE , 

REPERTOIRE 5 . POSTCARD 

REPERTOIRE 5 . POSTER 

REPERTOIRE 5 . 1 CONVERSION AGREEMENT , 

REPERTOIRE 5 . 1 CONVERSION DATA SHEET 

SALES POCKET FOLDER 

SIGNATURE PAYROLL CUSTOMER RELEASE SUPPLEMENT 

SIGNATURE PAYROLL & TAX FILING SERVICES BROCHURE (10/90) 



205711 
205712 
205014 
205731 
205750 
205759 
205399 
205390 
205409 
205395 
205404 
205402 
205403 
205401 
205405 
205410 
205394 
205396 
205397 
205413 
205414 
205415 
205412 
205411 
205400 
205407 
205406 
205408 
205781 
205739 
205745 
205746 
205775 
205761 
205056 
205756 
205743 
205725 
205701 
205787 
205055 
205753 
205704 
205728 
205726 
205727 
205748 
205751 
205786 
205706 
205114 



5-9 



MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



SIGNATURE PAYROLL TAX FILING SERVICE BROCHURE (6/90) 

SMALL BUSINESS REPORTS ARTICLE REPRINT ( 1989 ) 

STRATEGIC PLAN ARTICLE REPRINT (1/91 ) 

SURVEY UNCOVERS COSTS FOR IN-HOUSE PAYROLL PROCESS ARTICLE (3/91) 

TOUGH TIMES 

WHAT YOU SHOULD KNOW BEFORE YOU CHOOSE YOUR SERVICE BUREAU (3/91) 

WHEN A CHECK DEPOSITS ITSELF ARTICLE REPRINT ( 3/91 ) 

"WHO ARE WE? " FACT SHEET 

YEAR-END MADE EASI(ER) WITH SERVICE BUREAUS ARTICLE REP. (3/91) . 



205113 
205735 
205765 
205785 
205788 
205783 
205782 
205715 
205778 



FOR CONTROL DATA INTERNAL USE ONLY 



CAPITAL EXPENDITURE REQUISITION GUIDE 
ENGINEERING LOG BOOK , 



41618576 A 
60272100 



PROPOSAL MATERIAL (FOR CDC USE ONLY) 



PROPOSAL COVERS 9" X 11" WITH CDC LOGO (OFF-WHITE) (10/SET) 

PROPOSAL COVERS 8-1/2" X 11" WITH CDC LOGO (OFF-WHITE) (10/SET) 
SLIP SPINES 1/8" WHITE FOR 8-1/2" X 11" PROPOSAL COVERS (10/SET) 
SLIP SPINES 1/4" WHITE FOR 8-1/2" X 11" PROPOSAL COVERS (10/SET) 
PROPOSAL PAPER 8-1/2" X 11" WITH CDC LOGO (OFF-WHITE) (500/REAM) 
PROPOSAL TABS (STD) FOR 9" X 11" PROPOSAL COVERS (10/SET) 



200090 
200091 
200092 
200093 
200469 
200470 



FOR DETAILED USAGE INFORMATION & ORDERING INSTRUCTIONS SEE THE 
LDS FORMS CATALOG 

CONTROL DATA ANNUAL AND QUARTER REPORTS 



1990 ANNUAL REPORT 

1990 3RD QUARTER REPORT . 
1990 2ND QUARTER REPORT . 

1989 ANNUAL REPORT 

1988 ANNUAL REPORT 

1987 ANNUAL REPORT 

BROCHURES AND DATA SHEETS 

AEROSPACE BROCHURE 

AMIGAS II BROCHURE 

ARCHIVE/VE 

ASCENT*DNI 

ATS/VE 

AUTOMATED TESTING SYSTEM 

AUTOMOTIVE BROCHURE 

AWBUS BROCHURE 

AWBUS AT CHRYSLER 

AWBUS SALES GUIDE 



210042 
210040 
210039 
210035 
205652 
205475 



208007 
204333 
208032 
210051 
205385 
204751 
205635 
208030 
208096 
208098 
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BASIS BROCHURE 

BASISPLUS 

CADMOULD 3-D 

CALS 

CIM/ICEM (AD REPRINT) 

COMPAID 

COMPUTER SYSTEMS & SERVICES PRODUCT LINE BROCHURE 

CONCURRENT VERSION RECORD MANAGER (CVRM) 

CONNECT VIEW 

CONNECTIVITY 

CONTROL DATA AT A GLANCE (4/89 ) 

CONTROL DATA POCKET FOLDER 

CONTROLSERV 

CORPORATE PROFILE & RECENT EVENTS (WINTER/SPRING 1991) 

C/VE 

CYBER COMPUTER SYSTEMS SOFTWARE PRODUCTS DIRECTORY . . . 

CYBER IMAGE PROCESSING SYSTEM 

CYBER 180 MODELS 990E & 995E BROCHURE 

CYBER 910-300 INTEGRATED GRAPHICS WORKSTATION 

CYBER 910-400 DISK DRIVES SPECIFICATION SHEET 

CYBER 910-400 TAPE DRIVES SPECIFICATION SHEET 

CYBER 910-400 WORKSTATION 

CYBER 910-500 WORKSTATION 

CYBER 910-590 

CYBER 910-600 SUPERWORKSTATION 

CYBER 910-700 

CYBER 920 NETWORK SERVERS 

CYBER 930 COMPUTER SYSTEM 

CYBER 930 COMPUTER SYSTEM BROCHURE 

CYBER 930 DATA STORAGE DEVICES 

CYBER 930 IN CONCERT FOLDER 

CYBER 930 TECHNICAL SUMMARY 

CYBER 932 COMPUTER SYSTEMS 

CYBER 960 COMPUTER SYSTEMS 

CYBER 960 COMPUTER SYSTEMS BROCHURE 

CYBER 962 COMPUTER SYSTEMS 

CYBER 992 COMPUTER SYSTEMS 

CYBER 994 COMPUTER SYSTEMS 

CYBER 2000 BROCHURE 

CYBER 65850 OPTICAL STORAGE SYSTEM 

DESKTOP/VE FOR MACINTOSH , 

DISTRIBUTED FILE SERVER FOR NOS/VE 

DWB/VX 

EAR EMPLOYEE BROCHURE ( INTERNAL ) 

EAR POSTER - 8-1/2 X 11 , 

EAR WALLET CARD 

EDEN FOLDER 

EDL 



202840 


B 


208097 




204648 




208090 




205254 




208075 




205444 


A 


204363 


A 


204582 


A 


205223 




210029 




201661 


B 


208029 




210041 




204178 


A 


202106 


A 


202107 


A 


204121 


A 


205191 


B 


208089 




208088 




205588 


B 


205303 




208044 


A 


208012 


B 


208045 


A 


208013 


C 


205214 


B 


205216 




205215 


A 


205224 




205356 


B 


205436 


A 


205442 


A 


205445 




205443 


B 


205437 




205438 




208021 




205253 


C 


205354 


A 


208006 




204834 




205642 




205137 




204244 


B 


205013 




208051 
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MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



EDL INTEGRATOR 

EDL NETWORKED ADMINISTRATOR 

EDL NETWORKED INFORMATION MANAGER 

EDL PRODUCT STRUCTURE CONTROLLER 

EDL RELEASE MANAGER 

ENVIRONMENTAL SCIENCES BROCHURE 

EP/IX OPERATING SYSTEM BROCHURE 

EZVIEW 

FCON 

F4VE 

ICEM ADVANCED SURFACE MILLING 

ICEM ALIAS STUDIO 

ICEM CAM-POST 

ICEM CFD (COMPUTATIONAL FLUID DYNAMICS GRID GENERATION) 

ICEM DDN 

ICEM DESIGN TOOLS 

ICEM EDL IMPLEMENTATION SERVICE 

ICEM FACILITIES 

ICEM HYDRAULICS 

ICEM IMPLEMENTATION SERVICES 

ICEM ORGA/BOM 

ICEM PARAMETRIC MODELER 

ICEM PLASTICS 

ICEM PLASTICS FOLDER 

ICEM PM ASSEMBLY 

ICEM PM DESIGN 

ICEM PM FEATURE 

ICEM ROBCAD 

ICEM SCHEMATICS 

ICEM SURF ■ 

ICEMVIEW 

IM/ACCESS 

IMAGE PROCESSING FOLDER 

IM/CONTROL 

IM/DM BROCHURE 

IM/FAST 

IM/PERSONAL 

IM/QUICK 

IM/SMART 

IM/VE INFORMATION MANAGEMENT FAMILY BROCHURE 

INTEGRATED PLANT ENGINEERING BROCHURE 

LINCAGES 1 

MAKE THE MOVE FROM VAX/VMS TO NOS/VE BROCHURE 

MIGRATING TO NOS/VE 

MILESTONES PROFILE - MAKING UNIX SIMPLE 

MMSS 



208093 
208091 
208092 
208094 
208095 
205634 
208076 
208081 

205384 
205447 

208017 
205369 
208104 
208041 
208070 
208015 
205371 
204065 
204101 
204478 
208052 
205434 
204650 
204825 
208069 
208068 
208067 
205636 
203886 
208048 
208014 
205388 
202104 
205382 
205380 
205379 
205389 
205381 
205387 
204623 
208077 

204135 

205320 
205440 
208086 
205611 
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MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



NEEDS ANALYSIS OF COMPUTER-AIDED ENGINEERING FOR PIPING SYSTEMS 

NETWORK ARCHIVING , 

NETWORK JOB ENTRY FACILITY FOR NETWORK HOST PRODUCTS 

NOS TO NOS/VE APPLICATION MIGRATION SERVICE 

NOS TO NOS/VE SITE MIGRATION PLANNING SERVICE , 

NOS/VE ACCOUNTING 

NOS/VE APPLICATIONS POCKET DIRECTORY (SEPTEMBER 1988) 

NOS/VE BROCHURE 

NOS/VE FOLDER 

NOS/VE GRAPHIC PERFORMANCE MONITOR 

NOS/VE INTERFACE FOR VMS USERS 

NOS/VE OPERATING ENVIRONMENT TOOLKIT , 

NOS/VE PERFORMANCE ANALYSIS SERVICE 

NOS/VE PROFESSIONAL PROGRAMMING ENVIRONMENT 

NOS/VE STARTUP SERVICE , 

NOS/VE VERSION 1.3.1 , , 

OFFICEWARE BROCHURE , 

ORACLE 

PASCAL/VE , 

PDM BROCHURE 

PERMANENT FILE HOLE SQUEEZER , 

PRECISE*INA 

PRECISE*PC-IAST 

REMOTE HOST FACILITY ( 3/90 ) 

REMOTE MICRO FACILITY VERSION II (RMF II ) 

REMOVABLE MEDIA MANAGEMENT SYSTEM 

SCREEN TRANSLATION FACILITY 

STRUCTURAL ANALYSIS IMPLEMENTATION SERVICE 

TC/IX 

TIELINE/NP 

TIMESHARING INSTRUMENTATION PACKAGE 

TRACTS 

TRANSPARENT COMPUTING ENVIRONMENT FOLDER 

TWIN CITIES MAP ( 1984 ) 

UNIBOL 

VAX TO NOS/VE APPLICATION MIGRATION SERVICE 

VESPER 

VISTA APPLICATION LINK - UNIX 

VISTA-EXCEED 

VISTA FOLDER 

VISTACOM M 

VISTACOM MAC 

VISTACOM V 

VISTACOM VII 



204351 
208037 
203183 
205170 
205344 
204558 
205454 
204125 
205377 
208019 
205343 
205627 
205175 
205361 
205210 
205599 

204957 
205441 

204867 
208078 
203515 
204928 
205176 

202682 
203068 
208038 

205628 
204887 

208039 
202667 
204750 
205448 
205587 
201029 

205386 

205134 
205383 
205594 
208054 
205274 
208040 
205135 
205275 
205630 
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MISCELLANEOUS 



Catalog Description 



Fiche Publ No. Rev Bind Price 



VISTAFORMAT 

VISTAHOST 

VISTAJCL , 

VISTAKIT 

VITAL SIGNS , 

WORKLOAD ANALYSIS 

8MM CARTRIDGE TAPE JUKEBOX SUBSYSTEM , 

537 LINE PRINTER 

585 BAND PRINTER , 

587-1 BAND PRINTER 

698 AND 5698 MAGNETIC TAPE SUBSYSTEMS 

4000 COMPILER SUITE 

4320 DATA SHEET 

4330 DATA SHEET 

4340 DATA SHEET , 

4350 DATA SHEET 

4360 DATA SHEET 

4360-300 DATA SHEET 

4380 DATA SHEET 

4680 DATA SHEET 

5680 CARTRIDGE SUBSYSTEM , 

5744 AUTOMATED CARTRIDGE SYSTEM 

5830 DISK ARRAY SUBSYSTEM 

5831 DISK ARRAY CONTROLLER 

5832 SOLID STATE DISK 

5833/47430 8-INCH DISK DRIVE , 

5837 5 . 25-INCH DISK DRIVE 

46011 5.25-INCH DISK DRIVE 

46031 5.25-INCH DISK DRIVE 

46141 5.25-INCH DISK DRIVE 

47100 CARTRIDGE TAPE SUBSYSTEM 

47200 TAPE DRIVE 

47400, 4740X EXTRACTABLE DISK CHASSIS AND CANISTER 

47500, 47511, 47513 8-INCH DISK DRIVES 

99020 DISK ARRAY CONTROLLER 



205278 


A 


205282 




205280 




205276 


B 


204413 




204412 




208082 




205318 


A 


205213 


A 


208018 




205212 


A 


208050 




208042 


B 


208043 


B 


208023 


B 


208102 




208024 


B 


208100 


A 


208025 


A 


208026 


B 


208031 




208033 




208027 


A 


208036 




208079 




208084 




208074 




208071 




208073 




208072 




208046 




208047 




208085 




208083 




208055 
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OTHER SOURCES OF LITERATURE 



ASCENT Manuals 



Overview 



This table lists information about available manuals, 
including titles, publication number, revision level 
and price. 



Ordering 



Literature Distribution 
Control Data Corporation 
Integrated Information Systems 
5000 Hopyard, Suite 190 
Pleasanton, CA 94588-3312 
Phone (415) 463-6870 
FAX (415) 463-6869 



Table 1: Manuals Available 


Title 


Publication 
Number 


Rev 


Price** 


ASCENT* SUITE 








ASCENT*SUITE Administration Guide 


IISlOOMOl 


A 


40.00 


ASCENT*SUITE Configuration Guide, Vol 1&2 


IIS100M02 


A 


65.00 


ASCENT^SUITE Gateway Programmer's Guide 


IIS100M03 


A 


30.00 


ASCENT^SUITE Installation Guide and 








Release Notes 


IIS100M04* 


A 


10.00 


ASCENT^SUITE User Guide 


IIS100M05 


A 


25.00 


ASCENT*OFFICE 








ASCENT*OFFICE Administration Guide 


IIS300M01 


A 


40.00 


ASCENT*OFFICE Configuration Guide, Vol 1&2 


IIS300M02 


A 


65.00 


ASCENT*OFFICE Installation Guide and 








Release Notes 


IIS300M03* 


A 


10.00 


ASCENT^OFFICE User Guide, Vol 1,2&3 


IIS300M04 


A 


80.00 


ASCENT*DNI 








ASCENT^DNI Installation Guide and 








Release Notes 


IIS500M01 


A 


NC 


ASCENT^DNI Network Manager Guide 


IIS500M02 


A 


25.00 


ASCENT*DNI User Guide 


IIS500M03 


A 


25.00 


ASCENT Options 








ASCENT*business User Guide, Vol 1&2 


IISOOlMOl 


A 


65.00 


(ASCENT*SUITE only) 








ASCENT^graphics User Guide 


IIS002M01 


A 


35.00 


ASCENT^pc User Guide, Vol 1&2 


IIS200M01 


A 


TBD 


ASCENT*windows Configuration Guide 


IIS003M01 


A 


TBD 


ASCENT*windows User Guide 


IIS003M02 


A 


TBD 



* First copy with release is no charge to customer. 

** On buys over 2000 copies, call IIS for volume discounts. 



6-1 



ASCENT Sales Support Materials 



Overview 



This table lists the materials available for sales, 
including titles, publication number and price. 



Ordering 



Literature Distribution 
Control Data Corporation 
Integrated Information Systems 
5000 Hopyard, Suite 190 
Pleasanton, CA 94588-3312 
Phone (415) 463-6870 
FAX (415) 463-6869 



Table 2: Sales Support Materials 


Title 


Doc. No. 


Price 


Brochures 

ASCENT*SUITE 

ASCENT*OFFICE 

ASCENT*DNI 


IISlOOBOl 
IIS300B01 
IIS500B01 


3.10 
3.10 
3.10^ 


Product Descriptions 

ASCENT^SUITE 
ASCENT*OFFICE 
ASCENT*DNI 
ASCENT*LINK 


IISlOODOl 
IIS300D01 
IIS500D01 
IIS700D01 


3.05 
3.05 
3.05 
3.05 


Product Overviews 

ASCENT*DNI for Pyramid 

ASCENT*DNI for HP 90 00 

ASCENT*DNI for NCR 

ASCENT*DNI for CD4000 

ASCENT*X.25 

ASCENT*LINK 

ASCENT Products and Services 


IIS500P01 
IIS500PO2 
IIS500P03 
'IIS500P04 
IIS600P01 
IIS700P01 
IISOOOPOl 


.75 
.75 
.75 
.75 
.75 
.75 
3.10 


Misc. 

Presentation Folders 
Videotape 


IISOOOFOl 
IISOOOVOl 


6.60 
50.00 

■■ ■ - 
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QUICK REFERENCE 
(Listed by Publication Number) 



QUICK REFERENCE (by Publication Number) 
Fiche Publ No. Rev Catalog Description 



Bind Price 



10124300 




15013012 




15051290 


B 


15051295 


C 


15190004 


C 


15190018 


B 


15190051 


B 


15190107 


F 


15190111 


C 


15190118 


K 


15190129 


F 


15190132 


D 


15190138 


C 


15190149 


A 


15190150 


E 


17303300 


F 


17314200 


B 


17314200 


B 


17314200 


B 


17326900 


F 


17326900 


F 


17326900 


F 


17326900 


F 


17326900 


F 


19265021 


B 


19265021 


B 


19981500 


N 


19981900 


K 


19982000 


BE 


19983900 


K 


19983900 


K 


19983900 


K 


200090 




200091 




200092 




200093 




200469 




200470 




201029 


B 


201661 


B 


202104 




202106 


A 


202107 


A 


202667 


A 


202682 


E 


202840 


B 


203068 


A 


203183 


B 


203515 




203886 


A 



FLOWCHART TEMPLATE 2.00 

GUIDE FOR DEVELOPING THE PRODUCT/SERVICE BUSINESS PLAN 03 * 

OPERATOR INSTALLATION & REFERENCE 03 * 

HMM 03 26.00 

PERMANENT FILE HOLE SQUEEZER USER GUIDE/INSTALL HANDBOOK (NOS 2). 03 * 

TIELINE-NP GENERAL INFORMATION (NOS 2) 03 7.00 

HOTSPOT REFERENCE/ INSTALLATION HANDBOOK (NOS 2) 03 7.00 

TERMINAL CLUSTER FACILITY (TCF) REFERENCE/INSTALL HB (NOS 2) 03 10.00 

CYBER 200 INSTRUCTION ANALYZER (CIA) USER GUIDE (VSOS 2) 03 * 

NETWORK JOB ENTRY FACILITY (NJEF) INSTALLATION HANDBOOK (NOS 2) . 03 9.00 

NETWORK JOB ENTRY FACILITY (NJEF) REFERENCE (NOS 2) 03 17.00 

TIELINE/NP V2 CENTRAL SITE OPERATOR GUIDE (NOS 2) 03 * 

CONCURRENT VERSION RECORD MANAGER (CVRM) REFERENCE (NOS 2) 03 19.00 

PRECISE*PC-IAST USER GUIDE WB 20 . 00 

NETWORK TRANSFER FACILITY (NTF) USAGE (NOS/VE) 03 15.00 

HMM 03 * 

ASPOL REFERENCE 03 * 

ASPOL REFERENCE 03 * 

ASPOL REFERENCE 03 * 

APT IV V2 REFERENCE 03 36.00 

APT IV V2 REFERENCE 03 36.00 

APT IV V2 REFERENCE 03 36 . 00 

APT IV V2 REFERENCE 03 36.00 

APT IV V2 REFERENCE 03 36.00 

COBOL V4 TO COBOL V5 CONVERSION AID VI REFERENCE 03 * 

COBOL V4 TO COBOL V5 CONVERSION AID VI REFERENCE 03 * 

POWER DIST/WARNING SYSTEM HMM (172-174) (AA107-A) 03 * 

CM DIAGRAMS HMM ( 17 1-175 ) (AA107-A) 03 * 

PPS DIAGRAMS HMM ( 171-175 ) (AA107-A, AA120-A/B, AA131-B ) 03 * 

BASIC V3 REFERENCE 03 19.00 

BASIC V3 REFERENCE 03 19.00 

BASIC V3 REFERENCE 03 19.00 

PROPOSAL COVERS 9" X 11" WITH CDC LOGO (OFF-WHITE) (10/SET) 

PROPOSAL COVERS 8-1/2" X 11" WITH CDC LOGO (OFF-WHITE) (10/SET) . 
SLIP SPINES 1/8" WHITE FOR 8-1/2" X 11" PROPOSAL COVERS (10/SET). 
SLIP SPINES 1/4" WHITE FOR 8-1/2" X 11" PROPOSAL COVERS (10/SET). 
PROPOSAL PAPER 8-1/2" X 11" WITH CDC LOGO (OFF-WHITE) (500/REAM). 

PROPOSAL TABS (STD) FOR 9" X 11" PROPOSAL COVERS (10/SET) 

TWIN CITIES MAP ( 1984 ) 

CONTROL DATA POCKET FOLDER 

IMAGE PROCESSING FOLDER 

CYBER COMPUTER SYSTEMS SOFTWARE PRODUCTS DIRECTORY 

CYBER IMAGE PROCESSING SYSTEM 

TIELINE/NP 

REMOTE HOST FACILITY ( 3/90 ) 

BASIS BROCHURE 

REMOTE MICRO FACILITY VERSION II ( RMF II) 

NETWORK JOB ENTRY FACILITY FOR NETWORK HOST PRODUCTS 

PERMANENT FILE HOLE SQUEEZER 

ICEM SCHEMATICS 
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QUICK REFERENCE (by Publication Number) 
Fiche Publ No. Rev Catalog Description Bind Price 

ICEM FACILITIES 

ICEM HYDRAULICS 

CYBER 180 MODELS 990E & 995E BROCHURE 

NOS/VE BROCHURE 

LINCAGES 1 

C/VE 

EAR WALLET CARD 

AMIGAS II BROCHURE 

NEEDS ANALYSIS OF COMPUTER-AIDED ENGINEERING FOR PIPING SYSTEMS . 

CONCURRENT VERSION RECORD MANAGER (CVRM) 

WORKLOAD ANALYSIS 

VITAL SIGNS 

ICEM IMPLEMENTATION SERVICES 

NOS/VE ACCOUNTING 

CONNECT VIEW 

IM/VE INFORMATION MANAGEMENT FAMILY BROCHURE 

CADMOULD 3-D 

ICEM PLASTICS 

TIMESHARING INSTRUMENTATION PACKAGE 

AUTOMATED TESTING SYSTEM 

ICEM PLASTICS FOLDER 

DWB/VX 

PASCAL/VE 

STRUCTURAL ANALYSIS IMPLEMENTATION SERVICE 

PRECISE*INA 

OFFICEWARE BROCHURE 

CAPABILITIES BROCH - PAYROLL, HUMAN RESOURCES, ACCOUNTING (10/90) 

EDEN FOLDER 

PAYROLL & ACCOUNTS PAYABLE CHECKS 

REPERTOIRE HUMAN RESOURCES MANAGEMENT SYSTEM BROCHURE (11/90) ... 

QUALITY SOLUTIONS POCKET FOLDER ( 3/90 ) 

ORCHESTRATOR SOFTWARE BROCHURE (11/90) 

SIGNATURE PAYROLL TAX FILING SERVICE BROCHURE (6/90) 

SIGNATURE PAYROLL & TAX FILING SERVICES BROCHURE ( 10/90) 

VAX TO NOS/VE APPLICATION MIGRATION SERVICE 

VISTACOM MAC 

EAR POSTER - 8-1/2 X 11 

NOS TO NOS/VE APPLICATION MIGRATION SERVICE 

PARTNERSHIP QUICK REFERENCE GUIDE 

NOS/VE PERFORMANCE ANALYSIS SERVICE 

PRECISE*PC-IAST 

CYBER 910-300 INTEGRATED GRAPHICS WORKSTATION 

NOS/VE STARTUP SERVICE 

698 AND 5698 MAGNETIC TAPE SUBSYSTEMS 

585 BAND PRINTER 

CYBER 930 COMPUTER SYSTEM 

CYBER 930 DATA STORAGE DEVICES 

CYBER 930 COMPUTER SYSTEM BROCHURE 

CONNECTIVITY 

CYBER 930 IN CONCERT FOLDER 

CYBER 65850 OPTICAL STORAGE SYSTEM 
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204065 


A 


204101 




204121 


A 


204125 


A 


204135 


A 


204178 


A 


204244 


B 


204333 


B 


204351 




204363 


A 


204412 




204413 




204478 


C 


204558 




204582 


A 


204623 


A 


204648 




204650 




204750 




204751 


A 


204825 




204834 




204867 




204887 




204928 




204957 




204959 


A 


205013 




205014 




205055 




205056 


A 


205111 




205113 


A 


205114 


A 


205134 




205135 


A 


205137 




205170 




205172 


B 


205175 




205176 




205191 


B 


205210 




205212 


A 


205213 


A 


205214 


B 


205215 


A 


205216 




205223 




205224 




205253 


C 



QUICK REFERENCE (by Publication Number) 
Fiche Publ No. Rev Catalog Description 



Bind Price 



205254 CIM/ICEM (AD REPRINT) 

205 270 A ADVANTAGE CUSTOMER LETTERHEAD 

205274 VISTA FOLDER 

205275 B VISTACOM V 

205276 B VISTAKIT 

205278 A VISTAFORMAT 

205280 VISTAJCL 

205282 VISTAHOST 

205303 CYBER 910-500 WORKSTATION ■ 

205318 A 537 LINE PRINTER 

205320 MAKE THE MOVE FROM VAX/VMS TO NOS/VE BROCHURE 

205343 B NOS/VE INTERFACE FOR VMS USERS 

205344 NOS TO NOS/VE SITE MIGRATION PLANNING SERVICE 

205354 A DESKTOP/VE FOR MACINTOSH 

205356 B CYBER 930 TECHNICAL SUMMARY 

205361 A NOS/VE PROFESSIONAL PROGRAMMING ENVIRONMENT 

205369 A ICEM ALIAS STUDIO ■ 

205371 ICEM EDL IMPLEMENTATION SERVICE 

205377 NOS/VE FOLDER • 

205379 IM/FAST 

205 380 IM/DM BROCHURE 

205381 IM/QUICK 

205382 IM/CONTROL ■ 

205383 VESPER 

205384 FCON 

205385 ATS/VE 

205386 UNIBOL 

205387 IM/SMART 

205388 IM/ACCESS 

205389 IM/PERSONAL 

205390 PAYROLL 4 CHECK/EARNING STATEMENTS 

205394 PAYROLL 4 FUNDS TRANSFER ENTRY REGISTER 

205395 PAYROLL 4 CURRENT PAY REGISTER DETAILED SUMMARY 

205396 PAYROLL 4 INDIVIDUAL DEDUCTION REGISTERS , 

205 397 PAYROLL 4 INDIVIDUAL DEDUCTION REGISTER - BONDS 

205399 PAYROLL 4 ACCOUNTING TOTALS - DETAIL & TOTALS 

205400 PAYROLL 4 VACATION SICK HOLIDAY - SYSTEM REPORT 

205401 PAYROLL 4 DATABASE REPORT - VACATION SICK HOLIDAY 

205402 PAYROLL 4 DATABASE REPORT - IF % INCREASE - THEN 

205403 PAYROLL 4 DATABASE REPORT - LIFE INSURANCE , 

205404 PAYROLL 4 DATABASE REPORT - CURRENT INVESTMENT (401K) 

205405 PAYROLL 4 EMPLOYEE EARNINGS LEDGER , 

205406 PAYROLL 4 WAGE & TAX REPORT - EMPLOYEE DETAIL 

205407 PAYROLL 4 WAGE & TAX REPORT - COMPANY TOTALS , 

205408 PAYROLL 4 WAGE & TAX REPORT - FEDERAL-STATE-LOCAL 

205409 PAYROLL 4 CURRENT ALLOCATIONS AUDIT REPORT , 

205410 PAYROLL 4 FIXED DISTRIBUTION AUDIT REPORT 

205411 PAYROLL 4 PERFORMANCE ANALYSIS - MTD-YTD EXPENSE SUMMARY 

205412 PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT-MTD HOURS/EARNINGS .... 

205413 PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT EMPLOYEE HOURS/EARNINGS, 

205414 PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT EXPENSE SPREAD 
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QUICK REFERENCE (by Publication Number) 
Fiche Publ No. Rev Catalog Description 



Bind Price 



205415 
205434 
205436 
205437 
205438 
205440 
205441 
205442 
205443 
205444 
205445 
205447 
205448 
205454 
205475 
205587 
205588 
205594 
205599 
205611 
205614 
205627 
205628 
205630 
205634 
205635 
205636 
205642 
205652 
205701 
205702 
205703 
205704 
205706 
205707 
205709 
205710 
205711 
205712 
205715 
205717 
205718 
205721 
205723 
205724 
205725 
205726 
205727 
205728 
205729 
205730 



PAYROLL 4 PERFORMANCE ANALYSIS - CURRENT-MTD EXPENSE SPREAD 

ICEM PARAMETRIC MODELER 

CYBER 932 COMPUTER SYSTEMS 

CYBER 992 COMPUTER SYSTEMS 

CYBER 994 COMPUTER SYSTEMS ...'.., 

MIGRATING TO NOS/VE 

ORACLE 

CYBER 960 COMPUTER SYSTEMS 

CYBER 962 COMPUTER SYSTEMS 

COMPUTER SYSTEMS & SERVICES PRODUCT LINE BROCHURE , 

CYBER 960 COMPUTER SYSTEMS BROCHURE 

F4VE 

TRACTS 

NOS/VE APPLICATIONS POCKET DIRECTORY (SEPTEMBER 1988) 

1987 ANNUAL REPORT 

TRANSPARENT COMPUTING ENVIRONMENT FOLDER , 

CYBER 910-400 WORKSTATION 

VISTA APPLICATION LINK - UNIX ■ 

NOS/VE VERSION 1.3.1 

MMSS 

ADVANTAGE CUSTOMER ENVELOPE 

NOS/VE OPERATING ENVIRONMENT TOOLKIT 

SCREEN TRANSLATION FACILITY 

VISTACOM VII , 

ENVIRONMENTAL SCIENCES BROCHURE 

AUTOMOTIVE BROCHURE , 

ICEM ROBCAD 

EAR EMPLOYEE BROCHURE ( INTERNAL ) 

1988 ANNUAL REPORT 

REPERTOIRE CUSTOMER AGREEMENT FOLDER , 

ADVANTAGE CUSTOMER BROCHURE 

ADVANTAGE CUSTOMER LETTERHEAD 2ND SHEET 

REPERTOIRE WELCOME BROCHURE 

SIGNATURE PAYROLL CUSTOMER RELEASE SUPPLEMENT , 

PAY ANALYSIS REPORT SAMPLE PAR-SF-01/02 , 

PAY ANALYSIS REPORT SAMPLE PAR-SF-03 , 

PAY ANALYSIS REPORT SAMPLE PAR-SF-04 , 

PAY ANALYSIS REPORT SAMPLE PAR-SF-05 , 

PAY ANALYSIS REPORT SAMPLE PAR-SF-06 

"WHO ARE WE? " FACT SHEET , 

MERGERS & ACQUISITIONS SURVEY ARTICLE REPRINTS (1989) , 

CUSTOMER TESTIMONIAL ARTICLE REPRINT (11/88) 

GUARDIAN BROCHURE 

ADVANTAGE CUSTOMER FILE FOLDER , 

ADVANTAGE CUSTOMER POST-IT NOTEPADS , 

REPERTOIRE BROCHURE INSERT , 

REPERTOIRE 5 . POSTCARD , 

REPERTOIRE 5 . POSTER , 

REPERTOIRE 5 . ENVELOPE , 

HR/PC ARTICLE REPRINT (7/89 ) 

HE WITH EARS , HEARS ARTICLE REPRINT ( 5/89 ) , 
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QUICK REFERENCE (by Publication Number) 
Fiche Publ No. Rev Catalog Description 



Bind Price 



205731 
205732 
205734 
205735 
205736 
205737 
205739 
205740 
205741 
205742 
205743 
205745 
205746 
205747 
205748 
205749 
205750 
205751 
205752 
205753 
205754 
205756 
205757 
205758 
205759 
205760 
205761 
205762 
205763 
205764 
205765 
205766 
205767 
205768 
205775 
205776 
205778 
205779 
205780 
205781 
205782 
205783 
205784 
205785 
205786 
205787 
205788 
205789 
205790 
208006 
208007 



PAYROLL EXCHANGE ARTICLE REPRINT (9/89 ) 

COMPUTER FOCUS ARTICLE REPRINT ( 1989 ) 

BENEFITS TOO EXPENSIVE ARTICLE REPRINT ( 7/89 ) 

SMALL BUSINESS REPORTS ARTICLE REPRINT ( 1989 ) 

ORCHESTRATOR CUSTOMER AGREEMENT 

ORCHESTRATOR XPRESSCHECK 

PODIUM 

PARTNERSHIPS NEWSLETTER - CHILD WORLD 

PARTNERSHIPS NEWSLETTER - COLOMBO YOGURT 

PARTNERSHIPS NEWSLETTER - HILLS BROS . COFFEE 

REPERTOIRE APPLICANT TRACK 

PRENTICE HALL PAYROLL REPORT ARTICLE REPRINT (9/90) 

PRENTICE HALL PERSONNEL MANAGEMENT REPORT ARTICLE REPRINT (9/90). 

LASER EARNINGS STATEMENT COMPARISON 

REPERTOIRE 5 . 1 CONVERSION AGREEMENT 

HR/PC - MAKING HR WORK AFTER A MERGER ARTICLE REPRINT (9/90) 

PAYROLL EXCHANGE COVER STORY REPRINT ( 5/90 ) 

REPERTOIRE 5 . 1 CONVERSION DATA SHEET 

GENERAL BANKING BROCHURE 

REPERTOIRE NOTEPAD 

EDGE KEYNOTE ARTICLE REPRINT (9/90) 

REPERTOIRE APPLICANT MATCH 

ADVANTAGE CUSTOMER VALUE ASSESSMENT BOOK (11/90) 

ANALYZING & PAYROLL SYSTEM ARTICLE REPRINT (12/90) 

PAYROLL & HR HARMONY ARTICLE REPRINT ( 1/91 ) 

COMPLEX PAYROLL SYSTEM GROWS UP ARTICLE REPRINT ( 12/90) 

QUALITY CULTURE ARTICLE REPRINT ( 12/90 ) 

COMPUTERWORLD 20 BEST COMPUTER COMPANIES ARTICLE REPRINT (12/90). 

LASER EARNINGS STATEMENT WITH PRE-TAX ITEMS 

LASER EARNINGS STATEMENT 

STRATEGIC PLAN ARTICLE REPRINT ( 1/91 ) 

CUSTOMER SATISFACTION TREND DATA SHEET 

PARTNERSHIPS NEWSLETTER - UNITED ARTISTS 

PARTNERSHIPS NEWSLETTER - MSI 

PRESIDENTS BULLETIN (2/91) 

EMPLOYEE GUIDE TO STRATEGIC DIRECTION ( 2/91 ) 

YEAR-END MADE EASI(ER) WITH SERVICE BUREAUS ARTICLE REP. (3/91) . 
CONTROL DATA'S MUSOLINO PLANS FOR LOCAL GROWTH ARTICLE REP (3/91) 

CONTROL DATA'S CERT TEAM ARTICLE REPRINT ( 3/91 ) 

PERIODIC AUDITS ARTICLE REPRINT ( 3/91 ) 

WHEN A CHECK DEPOSITS ITSELF ARTICLE REPRINT (3/91) 

WHAT YOU SHOULD KNOW BEFORE YOU CHOOSE YOUR SERVICE BUREAU (3/91) 
OUTSOURCING NONSTRATEGIC DATA OPERATIONS ARTICLE REPRINT (3/91) . 
SURVEY UNCOVERS COSTS FOR IN-HOUSE PAYROLL PROCESS ARTICLE (3/91) 

SALES POCKET FOLDER 

REPERTOIRE DATA SHEET 

TOUGH TIMES 

HOW YOUR COMPANY CAN GET 

IT ' S EASY TO SWITCH 

DISTRIBUTED FILE SERVER FOR NOS/VE 

AEROSPACE BROCHURE 
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208012 
208013 
208014 
208015 
208017 
208018 
208019 
208021 
208023 
208024 
208025 
208026 
208027 
208029 
208030 
208031 
208032 
208033 
208036 
208037 
208038 
208039 
208040 
208041 
208042 
208043 
208044 
208045 
208046 
208047 
208048 
208050 
208051 
208052 
208054 
208055 
208067 
208068 
208069 
208070 
208071 
208072 
208073 
208074 
208075 
208076 
208077 
208078 
208079 
208081 
208082 



CYBER 910-600 SUPERWORKSTATION 

CYBER 920 NETWORK SERVERS 

ICEMVIEW 

ICEM DESIGN TOOLS 

ICEM ADVANCED SURFACE MILLING 

587-1 BAND PRINTER 

NOS/VE GRAPHIC PERFORMANCE MONITOR 

CYBER 2000 BROCHURE 

4340 DATA SHEET 

4360 DATA SHEET 

4380 DATA SHEET 

4680 DATA SHEET 

5830 DISK ARRAY SUBSYSTEM 

CONTROLSERV 

AWBUS BROCHURE 

5680 CARTRIDGE SUBSYSTEM 

ARCHIVE/VE 

5744 AUTOMATED CARTRIDGE SYSTEM . . . 

5831 DISK ARRAY CONTROLLER 

NETWORK ARCHIVING 

REMOVABLE MEDIA MANAGEMENT SYSTEM , 
TC/IX 



Bind Price 



VISTACOM M 1 

ICEM CFD (COMPUTATIONAL FLUID DYNAMICS GRID GENERATION) 

4320 DATA SHEET I 

4330 DATA SHEET 1 

CYBER 910-590 I 

CYBER 910-700 J 

47100 CARTRIDGE TAPE SUBSYSTEM .' 

47200 TAPE DRIVE J 

ICEM SURF J 

4000 COMPILER SUITE .' 

EDL J 



ICEM ORGA/BOM 

VISTA-EXCEED 

99020 DISK ARRAY CONTROLLER 

ICEM PM FEATURE 

ICEM PM DESIGN 

ICEM PM ASSEMBLY , 

ICEM DDN , 

46011 5.25-INCH DISK DRIVE , 

46141 5.25-INCH DISK DRIVE 

46031 5.25-INCH DISK DRIVE , 

5837 5 .25-INCH DISK DRIVE , 

COMPAID 

EP/IX OPERATING SYSTEM BROCHURE , 

INTEGRATED PLANT ENGINEERING BROCHURE 

PDM BROCHURE , 

5832 SOLID STATE DISK 

EZVIEW 

8MM CARTRIDGE TAPE JUKEBOX SUBSYSTEM , 
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208083 

208084 

208085 

208086 

208088 

208089 

208090 

208091 

208092 

208093 

208094 

208095 

208096 

208097 

208098 

208100 A 

20S102 

208104 

210029 

210035 

210039 

210040 

210041 

210042 

210051 

22110684 

22110684 

22121091 

22121092 

22121093 

22121094 

22241421 J 

22241568 J 

22291435 J 

24615630 

24615630 

24615631 

39392700 K 

39451400 E 

41600010 

41618560 D 

41618576 A 

41618579 

41618580 

41618587 

41618588 

41618590 

41618591 

41618592 B 

41618593 

41618594 



47500, 47511, 47513 8-INCH DISK DRIVES 

5833/47430 8-INCH DISK DRIVE , 

47400, 4740X EXTRACTABLE DISK CHASSIS AND CANISTER 
MILESTONES PROFILE - MAKING UNIX SIMPLE 
CYBER 910-400 TAPE DRIVES SPECIFICATION 
CYBER 910-400 DISK DRIVES SPECIFICATION 
CALS 



SHEET 
SHEET 



EDL NETWORKED ADMINISTRATOR 

EDL NETWORKED INFORMATION MANAGER .... 

EDL INTEGRATOR 

EDL PRODUCT STRUCTURE CONTROLLER 

EDL RELEASE MANAGER 

AWBUS AT CHRYSLER 

BASISPLUS 

AWBUS SALES GUIDE 1 

4360-300 DATA SHEET j 

4350 DATA SHEET 

ICEM CAM-POST | 

CONTROL DATA AT A GLANCE (4/89 ) i 

1989 ANNUAL REPORT i 

1990 2ND QUARTER REPORT J 

1990 3RD QUARTER REPORT J 

CORPORATE PROFILE & RECENT EVENTS (WINTER/SPRING 1991) 

1990 ANNUAL REPORT ] 

ASCENT*DNI i 

18856-2 SECONDARY lOU i 

18856-1 SECONDARY lOU J 

INTERBAY, CM, NIO ; 

CP-0 i 



50.00 
50.00 
50.00 
50.00 
50.00 
50.00 



CP- 1 J 

CIO ; 

SOLEX REFERENCE 3 * 

SOLEX INSTALLATION GUIDE 03 * 

SOLEX INSTANT REFERENCE ; * 

18675-1 , 3 WATER COOLING UNIT 50 . 00 

18675-2 , 3 WATER COOLING UNIT 50 . 00 

18677-1, WATER COOLING UNIT : 50.00 

HR/MM J 03 * 

HR/MM i 3 * 

PLOT 10 TCS V5 PROGRAMMER REFERENCE . . . .! WB 121 .00 

REPERTOIRE STUDENT TRAINING MANUAL .....;. WB 22.00 

CAPITAL EXPENDITURE REQUISITION GUIDE . .i * 

SCHEMATIC & ASSEMBLY DRAWINGS ! 7.00 

INSTALLATION/HMM - 10.00 

DI-3000 USER GUIDE APPENDIX D DI-TEXTPRO V2 03 12.00 

GRAFMAKER USER GUIDE APPENDIX B DI-TEXTPRO V2 03 13.00 

PICSURE V2 CHARTBOOK . j 41.00 

PICSURE V2 QUICK REFERENCE GUIDE \ 29.00 

GK-2000 V2 QUICK REFERENCE GUIDE j 13.00 

GRAFMAKER V4 QUICK REFERENCE CARD J 9.00 

GRAFMAKER V4 USER GUIDE .| 03 72.00 
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03 55.00 

15.00 

WB 84.00 

14.00 

(VI. 2) 03 16.00 

03 * 

2.0 63.00 

44.00 



41618595 B METAFILE TRANSLATOR USER GUIDE WITH CGM % 03 35.00 

41618596 CONTOURING SYSTEM V4 USER GUIDE 

41618597 DI-3000 V5 QUICK REFERENCE GUIDE 

41618598 DI-3000 V5 USER GUIDE 

41618599 BUSINESS DIARY 

41618690 D AUTOMATED TESTING SYSTEM (ATS) REFERENCE 

41618830 E SOFTWARE DIRECTORY (PRODUCT LISTING) ... 

41619071 A ORACLE V5 . 1 SQL*PLUS REFERENCE GUIDE VER 

41619074 A SQL*CALC USERS GUIDE VER. 1.2 

41619074 A ORACLE V5 . 1 SQL*CALC USERS GUIDE VER. 1.2 44.00 

41619074 A ORACLE V6 . SQL*CALC USERS GUIDE VER. 1.2 44.00 

41619076 A ORACLE V5 . 1 INTRODUCTION TO EASY*SQL VERI 2.2 18.00 

41619077 A ORACLE V5 . 1 EASY*SQL USER GUIDE VER. 2.2! 45.00 

41619079 A SQL*MENU USERS GUIDE VER. 4.1 I 57.00 

41619079 A ORACLE V5 . 1 SQL*MENU USERS GUIDE VER. 4.1 57.00 

41619081 A SQL*REPORT USERS GUIDE VER. 1.0 ;i 45.00 

41619081 A ORACLE V5 . 1 SQL*REPORT USERS GUIDE VER. 'l . 45.00 

41619081 A ORACLE V6 . SQL*REPORT USERS GUIDE VER. Lo 45.00 

41619082 A ORACLE V5 . 1 INTRODUCTION TO SQL •. 18.00 

41620772 ICEM PLUS HANDBOOK I 23.00 

41620955 A IPF/CDCS LINK SYSTEM USER GUIDE ( NOS 2) i 03 * 

41620996 B KNOWLEDGE BASE AUTHORS MANUAL - KES HT REFERENCE V2 . 5 WB 161.00 

41620997 B KNOWLEDGE BASE AUTHORS MANUAL - KES PS REFERENCE V2 . 5 WB 161.00 

41621082 C PAYROLL 4 CUSTOMER TRAINING SEMINAR i 4.00 

41621084 SIGNATURE PAYROLL STARTUP KIT (1/89) ...t 11.00 

41621085 C SIGNATURE PAYROLL QUICK REFERENCE GUIDE i 10.00 

41621086 PAYROLL 4 CUSTOMER TRAINING SEMINAR FOLDER 6.00 

41621099 UNIBOL/DIBOL USER REFERENCE l WB 97.00 

41621105 B GK-2000 V3 USER GUIDE i WB 94.00 

41621107 PICSURE USER I 03 72.00 

41621110 A SIGNATURE PAYROLL REPORTS TRAINING MANUAt WB 25.00 

41621111 SIGNATURE PAYROLL PRODUCT TRAINING MANUAL (4/90) WB 30.00 

41621112 ODBC ACCOUNTS PAYABLE PURCHASE ORDER MATbHING/CONTROL SYS MKTG GD 03 3.00 
41621115 ACCOUNTING APPLICATIONS PRODUCT training! GUIDE WB 4.00 

41621121 ESP (EMPLOYEE SUGGESTION PROGRAM) EVALUATOR HANDBOOK 3.00 

41621122 BUSINESS CONDUCT GUIDELINES i 3.00 

41621126 ODBC NATIONAL SPECIALTIES PRACTICE SET .1 25.00 

41621136 FULL SERVICE TAX FILING CUSTOMER FILE (10/88) 3.00 

41621138 A GENERAL LEDGER CUSTOMER FILE (12/86) . . .1 5.00 

41621139 SIGNATURE PAYROLL SERVICES CUSTOMER FILE! (1/89) 3.00 

41621161 ZENITH Z-200 PC SERIES SERVICE GUIDE ...! 03 9.00 

41621163 B ZENITH Z-150/Z-160 PC SERIES SERVICE GUIDE 21.00 

41621164 ZENITH Z-130/Z-140 PC SERIES SERVICE GUlbE 44.00 

41621167 VISTAJCL i 03 13.00 

41621168 VISTADRAW ! 03 10.00 

41621222 PICSURE PLUS V2 USER GUIDE - PICQUICK ..1 03 81.00 

41621226 PICSURE PLUS V2 USER GUIDE - PICTOOLS ..! 03 24.00 

41621233 D DATABASE ADMINISTRATORS GUIDE VER. 6.0 .! 66.00 

41621233 B ORACLE V5 . 1 DATABASE ADMINISTRATORS GUID)E 68.00 

41621233 D ORACLE V6 . DATABASE ADMINISTRATORS GUIDE 66.00 

41621234 C UTILITIES USERS GUIDE VER. 6.0 |. 45.00 
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41621234 B ORACLE V5 . 1 UTILITIES USERS GUIDE 1 45.00 

41621234 C ORACLE V6 . UTILITIES USER GUIDE 1 45.00 

41621236 C ERROR MESSAGES & CODES MANUAL VER . 6.0 .| 23.00 

41621236 B ORACLE V5 . 1 ERROR MESSAGES & CODES MANUAL 23.00 

41621236 C ORACLE V6 . ERROR MESSAGES & CODES MANUAL 23.00 

41621239 B ORACLE V5 . 1 SQL*PLUS USERS GUIDE VER. 2.'0 45.00 

41621241 A SCICONIC/VM USER GUIDE (NOS/VE) i 21.00 

41621244 B ORACLE V5 . 1 SQL*PLUS QUICK REFERENCE VER;. 2.0 14.00 

41621245 A ORACLE V5 . 1 SQL*FORMS RELEASE NOTES VER.! 2 . 7.00 

41621246 A ORACLE V5 . 1 INTRODUCTION TO SQL*FORMS VER. 2.0 18.00 

41621247 B SQL*FORMS OPERATORS GUIDE VER. 2.3 ! 45.00 

41621247 C SQL*FORMS OPERATORS GUIDE VER. 3.0 i 45.00 

41621247 A ORACLE V5 . 1 SQL*FORMS OPERATORS GUIDE VE^ . 2.0 45.00 

41621247 B ORACLE V6 . SQL*FORMS OPERATORS GUIDE VER. 2.3 45.00 

41621248 B SQL*FORMS DESIGNERS TUTORIAL VER. 2.3 . .| 45.00 

41621248 C SQL*FORMS DESIGNERS TUTORIAL VER. 3.0 45.00 

41621248 A ORACLE V5 . 1 SQL*FORMS DESIGNERS TUTORIAL! VER. 2.0 45.00 

41621248 B ORACLE V6 . SQL*FORMS DESIGNERS TUTORIAL! VER. 2.3 45.00 

41621249 A SQL*FORMS DESIGNERS REFERENCE VER. 2.0 .1 59.00 

41621249 B SQL*FORMS DESIGNERS REFERENCE VER. 3.0 .| 59.00 

41621249 A ORACLE V5 . 1 SQL*FORMS DESIGNERS REFERENCE VER. 2.0 59.00 

41621249 A ORACLE V6 . SQL*FORMS DESIGNERS REFERENCE VER. 2.0 59.00 

41621254 B SQL*FORMS OPERATORS QUICK REFERENCE VER.l 2 . 3 14.00 

41621254 C SQL*FORMS OPERATORS QUICK REFERENCE VER. 3.0 14.00 

41621254 A ORACLE V5 . 1 SQL*FORMS OPERATORS QUICK REFERENCE VER. 2.0 14.00 

41621254 B ORACLE V6 . SQL*FORMS OPERATORS QUICK REFERENCE VER. 2.3 14.00 

41621255 B SQL*FORMS DESIGNERS QUICK REFERENCE VER.j 2 . 3 14.00 

41621255 C SQL*FORMS DESIGNERS QUICK REFERENCE VER.j 3.0 14.00 

41621255 A ORACLE V5 . 1 SQL*FORMS DESIGNERS QUICK REFERENCE VER. 2.0 14.00 

41621255 B ORACLE V6 . SQL*FORMS DESIGNERS QUICK REJFERENCE VER. 2.3 14.00 

41621258 A ORACLE V5 . 1 PRO*COBOL USERS GUIDE VER. iL 1 59.00 

41621259 A ORACLE V5 . 1 PRO*FORTRAN USERS GUIDE VER.j 1.1 59.00 

41621302 ORCHESTRATOR CUSTOMER FILE (11/89) 1 10.00 

41621303 C ORCHESTRATOR TRAINING GUIDE WB 22.00 

41621304 F ORCHESTRATOR SIGNATURE PAYROLL TUTORIAL (3/91) 50.00 

41621305 REPERTOIRE CUSTOMER FILE (9/90) | 8.00 

41621306 B REPERTOIRE TRAINING GUIDE | WB 26.00 

41621307 H REPERTOIRE CUSTOMER START-UP GUIDE \ WB 28.00 

41621329 A NOS/VE 1.2.2 TUNING GUIDE FOR ICEM PLUS APPLICATIONS 03 6.00 

41621358 A JOB COST INSTALLATION & SERVICING GUIDE i 03 50.00 

41621359 A ORCHESTRATOR INSTALLATION & SERVICING GuilDE 03 11.00 

41621367 A ACCOUNTS PAYABLE CUSTOMER REFERENCE MANu!aL 03 31.00 

41621370 B SIGNATURE PAYROLL SERVICES CUSTOMER REFERENCE MANUAL 03 72.00 

41621390 SIGNATURE PAYROLL TAX FILING PRODUCT MANUAL WB 12.00 

41621410 A DISTRIBUTED FILE SERVER USAGE (NOS/VE) .1 03 4.00 

41621849 A IMSL MATH/LIBRARY USERS VERSION 1.1 44.00 

41621852 A IMSL STAT/LIBRARY USERS VERSION 1.1 44.00 

41621855 IMSL SFUN/LIBRARY USERS | 20.00 

41628000 ORCHESTRATOR SIGNATURE PAYROLL QUICK REFERENCE GUIDE (3/91) 35.00 

41628001 B ORCHESTRATOR PREMIER REPORT WRITER TUTORIAL (4/90) 50.00 

41628002 A SIGNATURE PAYROLL SERVICES INSTALLATION !& SERVICING GUIDE 03 74.00 
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GF 



GF 



41628051 




41628053 




41628054 




41628055 




41628056 




41628057 




41628059 




41628060 


A 


41628061 


A 


41628075 


A 


41628080 


A 


41628090 




44619400 


G 


44677817 


M 


44677818 


W 


44677828 


A 


44684669 


G 


44684672 


1 


44684673 


K 


44684675 


H 


44689032 


F 


44689037 


E 


44689051 


D 


44689053 


E 


44689059 


E 


44689062 


D 


48402800 




49754000 


S 


49754002 


D 


49754102 


A 


49767500 


K 


49767600 


F 


49767700 


AM 


49767800 


AV 


50583500 


D23 


53595711 




53595712 




53595713 




53595714 




53595859 




53595859 




56588791 


D 


56589905 


A 


60000001 


E 


60000001 


E 


60000009 


C 


60000012 


02 


60000013 


01 


60000014 


B 


60000015 


B 


60000016 


A 



SIGNATURE PAYROLL CUSTOMER TRAINING I LEARNING GUIDE (7/89) 

ORCHESTRATOR SIGNATURE PAYROLL CUSTOMER JTRNG I LEARNING GD( 10/90) 
BINDER - BLUE (3 RING, 3-1/2") (WITH BUSINESS MGMT SVCS LOGO) ... 

SIGNATURE PAYROLL TAX FILING INSTALLATION GUIDE 03 

REPERTOIRE CONVERSION UTILITY GUIDE 

REPERTOIRE CONVERSION PLANNING GUIDE . . .( 

REPERTOIRE CONVERSION CUSTOMER FILE FOLDER ( 6/90 ) 

REPERTOIRE APPLICANT MATCH CUSTOMER START-UP GUIDE WB 

MULTIPURPOSE EXTRACT INSTALL & SERVICING! GUIDE AND OPERATIONS ... 03 

CHECK MASTER MAINTENANCE FACILITY USER MANUAL 03 

GUIDE TO A WELL MANAGED INSTALLATION . . .' WB 

REPERTOIRE SAMPLE DATA BASE DEMONSTRATION GUIDE ( 10/90) 

HRM/CE \ 03 

PREPARATION & INSTRUCTION 

FIELD SERVICE MANUAL 03 

FIELD SERVICE & REFERENCE 03 

HR/MM 03 

MAINTENANCE (CT201-A, CT202-A, CT205-B, CT266-B) 03 

HR/MM (CT201-A,CT202-A,CT203-A,CT204-A) 03 

OPERATORS (CT201-A,CT202-A,CT205-B,CT206-B) 03 

MAINTENANCE 03 

SET UP & REFERENCE ( CT301-C/E , CT302-C/E ) 03 

TECHNICAL MANUAL ^ 03 

SET UP & REFERENCE ( CT301-A/B , CT302-B) .1 03 

SET UP & REFERENCE (CT301-D , CT302-D) . . . I 03 

PARTS IDENTIFICATION l 03 

FORM DESIGN AID (915 PAGE READER) I 

TRANSPORT FIELD SERVICE MANUAL '. 03 

UNIVERSAL TRANSPORT FIELD SERVICE MANUALJ 03 

UNIVERSAL FORMATTER FIELD SERVICE MANUALl 03 

REFERENCE I 03 

OPERATOR GUIDE i 03 

HARDWARE FIELD SERVICE MANUAL ( 2 VOLS ) .1 03 

PARTS I 03 

CE (GEN DESC,OPER,DIAGS,MAINT, PARTS DATA) 

UNITS 1, 2, 3, 4 '. 

UNITS 5, 9, 10 

UNITS 7 , 8 i 

UNIT 6 ; 



00 
00 
00 



SYSTEM POWER MONITOR 

SYSTEM POWER MONITOR I 

HMM (W/TYPE II PROTOCOL) I 03 

HARDWARE MAINTENANCE ADDENDUM 1 03 

CONNECT FOR MACINTOSH V2 . 2 USERS GUIDE A 

CONNECT FOR MACINTOSH V2 . 2 USERS GUIDE . i 

USER GUIDE ; 03 

CAM-POST USER GUIDE/REFERENCE I 03 

CAM-PUNCH USER GUIDE/REFERENCE I 03 

OFFICEWARE BASIC OPERATIONS USAGE I WB 

OFFICEWARE APPLICATIONS USAGE I WB 

OFFICEWARE SYSTEM ADMINISTRATION REFERENCE WB 



11.00 
18.00 
16.00 
13.00 
39.00 
10.00 
11.00 
34.00 

8.00 
23.00 

7.00 

17.00 
21.00 

14.00 

10.00 



% 



3.00 
21.00 
12.00 
43.00 
34.00 
25.00 
12.00 

2.00 
44.00 
38.00 

7.00 
50.00 
50.00 
50.00 
50.00 
50.00 
50.00 
49.00 
12.00 

6.00 

6.00 
14.00 
c 

5.00 
24.00 
32.00 
28.00 
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60000018 


A 




60000019 


J 




60000021 


E 




60000078 


D 




60000078 


D 




60000078 


D 




60000078 


D 




60000116 


C 




60000117 


C 




60000118 


C 




60000119 


G 




60000120 


E 




60000121 


L 




60000122 


F 




60000123 


C 




60000124 


C 




60000125 


H 




60000127 


B 




60000130 


AC 




60000132 


C 




60000133 


C 


GF 


60000134 


C 


GF 


60000135 


C 




60000144 


J 




60000144 


J 




60000144 


J 




60000147 


B 




60000147 


B 




60000147 


B 




60000148 


B 




60000148 


B 




60000148 


B 




60000149 


B 




60000149 


B 




60000149 


B 




60000167 


A 




60000168 


A 




60000169 


A 




60000170 


A 




60000171 


A 




60000172 


A 




60000173 


A 




60000174 


A 




60000175 


A 




60000176 


B 




60000177 


B 




60000178 


B 




60000179 


A 




60000180 


B 




60000180 


B 




60000181 


01 



VECTORC REFERENCE 
CML/VE REFERENCE , 
HMM 



03 
03 
03 



REMOTE TECHNICAL ASSISTANCE HANDBOOK (810-860 ) 

REMOTE TECHNICAL ASSISTANCE HANDBOOK ( 990 , 995 ) 

REMOTE TECHNICAL ASSISTANCE HANDBOOK ( 960 , 962 ) 

REMOTE TECHNICAL ASSISTANCE HANDBOOK ( 992 , 994 ) 

CPU LEVEL 4 DIAGRAMS 06 

CPU LEVEL 3 DIAGRAMS j 06 

CPU THEORY & DIAGRAMS j 06 

MAINFRAME COMPLEX DATA CYBER 960 & 962 SPM 03 

MAINFRAME COMPLEX INSTALLATION & CHECKOUT INSTALLATION GUIDE 03 

MAINFRAME POWER & ENVIRONMENTAL SUBSYSTEM THEORY & DIAGRAMS 06 

SYSTEM TROUBLESHOOTING GUIDE i 03 

CPU MAINT GUIDE 1 03 

MG INTERFACE UNIT ( I/F) HARDWARE MAINTENANCE GUIDE 03 

MAINFRAME POWER & ENVIRONMENTAL SUBSYSTEM HARDWARE MAINT GUIDE . . 03 

CYBER 170 STATE HARDWARE REFERENCE GUIDEj WB 

lOU HARDWARE MAINT GUIDE 1 03 

VIRTUAL STATE HARDWARE REFERENCE GUIDE VpL . 1 03 

VIRTUAL STATE HARDWARE REFERENCE GUIDE VOL . 2 03 

lOU WIRES/CABLES (960) (AT478-B) 

lOU WIRES/CABLES (962) ( AT51 1-A, AT512-A)i 
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60000606 01 

60000607 01 

60000608 A 
60071500 S 
60083919 E 
60083919 E 
60085800 



LIBRARY MANAGEMENT UNIT (LMU) LOGIC % 06 32.00 

INSTALLATION & SERVICE i 03 23.00 

ACES EXERCISE SYSTEM USERS GUIDE \ 03 10.00 

SYSTEM PROGRAMMERS GUIDE ; 03 28.00 

ADMINISTRATION GUIDE 1 03 26.00 

PART NUMBER COMPATIBILITY MANUAL 03 15.00 

ILLUSTRATED PARTS CATALOG \ 03 5.00 

DIAGNOSTIC MANUAL i 03 14.00 

MAINTENANCE MANUAL i 03 45 . 00 

INSTALLATION i 03 19.00 

INSTALLATION MANUAL (7990-31) i 03 19.00 

SYSTEM CONSOLE OPERATIONS, MAINTENANCE & | REFERENCE OPERATION GD . 03 9.00 

MAINTENANCE SHELL COMMAND CARD J 3.00 

SYSTEM CONSOLE USER INTERFACE/CIP REFERENCE 03 18 . 00 

SERVICE PROCESSOR REFERENCE J 03 31.00 

MSL 1 5X MAINTENANCE SOFTWARE LIBRARY REFERENCE 03 16.00 

PPS DIAGNOSTICS REFERENCE 1 03 16.00 

1 " 4000 SERIES BINDER J 7.00 

1-1/2" 4000 SERIES BINDER .; 10.00 

2" 4000 SERIES BINDER .' 11.00 

REFERENCE J 03 13.00 

REFERENCE J 03 14 . 00 

lOU WIRES/CABLES (960) (AT478-D) J 7.00 

REFERENCE ' 03 14.00 

CONTROL DATA 4000 SERIES APPLICATIONS DIRECTORY (3/91) 48.00 

CONTROL DATA 4000 SERIES APPLICATIONS DIRECTORY (3/91) 48.00 

EZVIEW USERS GUIDE J 11.00 

EZVIEW USERS GUIDE i 03 11.00 

CABLES/WIRE LIST (19403-11/12) | * 

CDCNET NETWORK MANAGEMENT STATION OPERATORS GUIDE 03 17 . 00 

EZVIEW TUTORIAL J 3.00 

EZVIEW TUTORIAL ! 03 3 . 00 

IM/ACCESS REFERENCE MANUAL J 16.00 

IM/ACCESS USER GUIDE j 5.00 

GENERIC MAINTENANCE ERROR CODES SYSTEM DIAGNOSTIC MESSAGES 03 12.00 

ICEM ALIAS USERS GUIDE VER. 3.0 { WB 158.00 

ICEM ALIAS REFERENCE MANUAL VER. 3.0 . . . i WB 158.00 

ICEM ALIAS PROGRAMMING MANUAL VER . 3.0 . .1 WB 158.00 

REFERENCE 03 10.00 

ICEM PARAMETRIC MODELER PARTS & ASSEMBLIES MODELING USERS GUIDE . 03 36.00 

ICEM PARAMETRIC MODELER FUNDAMENTALS MANUAL 03 8.00 

ICEM PARAMETRIC MODELER MANUFACTURING USERS GUIDE 03 10.00 

ICEM PARAMETRIC MODELER FINITE ELEMENT MODELING USERS GUIDE 03 5.00 

ICEM PARAMETRIC MODELER PROJECT USERS GUIDE 03 6.00 

ICEM PARAMETRIC MODELER DRAWING USERS GUIDE 03 14.00 

ICEM PARAMETRIC MODELER MASTER INDICES 03 8.00 

HARDWARE REFERENCE 03 9.00 

PRODUCT TO EQUIPMENT/EQUIPMENT TO PRODUCT CROSS REFERENCE LIST ..03 90.00 

CDCNET PRODUCT CONFIGURATOR SUMMARY 2.00 

CDCNET PRODUCT CONFIGURATOR SUMMARY 2 . 00 

1 " BINDER - WHITE ( PLAIN W/POCKET ) V 6.00 
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Bind Price 



GF 



GF 



60085900 

60086200 

60086210 

60086215 

60086220 

60086240 

60086300 

60086400 

60087020 

60088701 

60113400 M 

60160600 

60160600 

60160600 

60164500 

60256020 

60272100 

60275100 H 

60275300 AN 

60277500 C 

60329820 E 

60334400 L 

60352500 G 

60352500 G 

60361000 B 

60364500 R 

60381620 D 

60387700 C 

60387700 C 

60387700 C 

60388100 B 

60388100 B 

60388100 B 

60388300 A 

60388300 

60388300 

60388400 

60388400 

60388400 

60388400 

60388400 

60388400 

60388401 

60388401 

60388401 

60400300 

60405100 B 

60409500 D 

60409500 D 

60409500 D 

60417300 B 



1-1/2" BINDER - WHITE (PLAIN W/POCKET) 
1" BINDER - GREY W/CDC LOGO (D RING) . 
1-1/2" BINDER - GREY W/CDC LOGO (D RING] 
2" BINDER - GREY W/CDC LOGO (D RING) . 
1-1/2" BINDER - GREY W/CDC LOGO (D RING) 
2-1/4" BINDER - GREY W/CDC LOGO (D-RING)I 

2 " BINDER - WHITE ( PLAIN W/POCKET ) .... J 

1" BINDER - GREY W/CDC LOGO (D RING) . , J 

1-1/2" BINDER - GREY W/CDC LOGO ' 

1 " BINDER - GREY W/CDC LOGO | 

PERIPHERAL EQUIPMENT CODES INSTANT ! 

SYSTEM MAINTENANCE MONITOR (SMM) RM (3 VOLS) 03 

SYSTEM MAINTENANCE MONITOR (SMM) RM (3 VOLS) (171-175) 03 

SYSTEM MAINTENANCE MONITOR (SMM) RM (3 VOLS) 03 

CENTRAL/PERIPHERAL PROCESSOR INSTRUCTIONS CARD 

HARDWARE REFERENCE \ 03 

ENGINEERING LOG BOOK ' 

SITE PREPARATION GENERAL INFORMATION . . .1 03 

PERIPHERAL EQUIPMENT DATA SPM | 03 

TERMINALS/STATIONS/SUBSYSTEMS 79 1-X, 7077-1 , 732-XX, 733-10 SPM .... 

REFRIGERATION SYSTEM HMM (GH222-E) 1 03 

HRM 1 03 

INPUT/OUTPUT SPECIFICATIONS (MODELS 71 , 7|2 , 73 , 74 , 6000 ) 03 



INPUT/OUTPUT SPECIFICATIONS 

COMPASS V3 INSTANT 

HR/MM 



03 

03 

CYBER 200 MODEL 205 SECTION 2 SYSTEM DATA SPM 03 

DMS-170 QUERY UPDATE V3 UG (FOR USE WITH CYBER RECORD MGR) 03 

DMS-170 QUERY UPDATE V3 UG (FOR USE WITH CYBER RECORD MGR) 03 

DMS-170 QUERY UPDATE V3 UG (FOR USE WITH CYBER RECORD MGR) 03 

PL/I VI REFERENCE | 03 

PL/I VI REFERENCE | 03 

PL/I VI REFERENCE 1 03 

03 

03 

03 

03 

03 

03 

03 

03 



CYBER PL/I VI GENERAL INFORMATION .... 
CYBER PL/ I VI GENERAL INFORMATION .... 
CYBER PL/I VI GENERAL INFORMATION .... 
ICEM ELECTRONICS ASPEC IC USER/REFERENCE 
ICEM ELECTRONICS ASPEC IC USER/REFERENCE 
ICEM ELECTRONICS ASPEC IC USER/REFERENCE 
ICEM ELECTRONICS ASPEC IC USER/REFERENCE 
ICEM ELECTRONICS ASPEC IC USER/REFERENCE 
ICEM ELECTRONICS ASPEC IC USER/REFERENCE 

ASPEC QUICK REFERENCE CARD 

ASPEC QUICK REFERENCE CARD 

ASPEC QUICK REFERENCE CARD 

CLASS I DIAGNOSTICS, SMM6X 

COMMUNICATIONS HANDBOOK 

SYSTEM MAINTENANCE MONITOR (SMM) HRM ... 
SYSTEM MAINTENANCE MONITOR (SMM) HRM (17 
SYSTEM MAINTENANCE MONITOR (SMM) HRM ... 
HRM/CE 



(DOS) 03 



03 

03 

1-175) 03 

03 

03 



00 
00 
00 
00 
00 
00 
.00 
00 



27.00 

10.00 

8.00 

144.00 

144.00 

144.00 

2.00 

79.00 



6.00 
28.00 



8.00 



00 
00 
00 



30.00 

30.00 

30.00 

2.00 



00 
00 



2 
2 

* 

* 
* 

* 

* 

* 

102.00 

102.00 

102.00 

* 
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GF 



GF 



60417700 


E 


60419900 


E 


60420000 


R 


60420010 


B 


60420100 


N 


60420300 


AB 


60420300 


AB 


60420300 


AB 


60420800 


H 


60427600 


AA 


60427800 


R 


60427800 


R 


60427800 


R 


60427800 


R 


60428500 


AY 


60429800 


K 


60429800 


K 


60430000 


G 


60430060 


E 


60431420 


C 


60433220 


D 


60433221 


L 


60433221 


L 


60433221 


L 


60435400 


P 


60435500 


K 


60436300 


A 


60437000 


C 


60437200 


G 


60437300 


J 


60440900 


G 


60445300 


P 


60446900 


C 


60449400 


A 


60449600 


L 


60449700 


AR 


60449710 


AD 


60449800 


D 


60449800 


D 


60449900 


F 


60449900 


F 


60449900 


F 


60449900 


F 


60450000 


B 


60450000 


B 


60450000 


B 


60450000 


B 


60450100 


G 


60450200 


C 


60450600 


W 


60451300 


M 



Bind Price 



ECL 10 , 000 SERIES MICROCIRCUITS MANUAL . ' 6 . 00 

KATO MOTOR GENERATOR SETS (SER. 55972 & ABOVE) HMM VOL . 2 (DIAGS). 03 40.00 

HARDWARE RM ( 171-175 , 176 ) (AA107-A, AA120-A/B/C ,AA1 31-B/C , AAl 10-A) . 03 * 
CODES INSTANT { 171-175A/B/C , 176 ) (AA120-A/B/C ,AA131-B/C , AAl 10-A) . . * 
CYBER 170 MODELS 171/172/173/174/175 SECTION 2 SYSTEM DATA SPM ..03 * 

FUNCTIONAL UNITS HMM ( 175 ) ( AAl 20-A) 03 40.00 

FUNCTIONAL UNITS HMM (740-760) (AA120-D) 03 40.00 

FUNCTIONAL UNITS HMM (865,875) I 03 40.00 

KATO MOTOR GENERATOR SETS (SERIAL 55972 i ABOVE) HMM VOL.1 03 * 

LEVEL 2 HMM I 03 * 

REFRIGERATION SYSTEM HR/MM (76) (AA106-A) | 03 

REFRIGERATION SYSTEM HR/MM (175) 1 03 

REFRIGERATION SYSTEM HR/MM (740-760) (AA120-D) 03 

REFRIGERATION SYSTEM HR/MM (865,875) ... 1 03 

HMM j 

CYBER LOADER VI REFERENCE | 03 

CYBER LOADER VI REFERENCE j 03 

HRM 1 03 * 

TROUBLESHOOTING GUIDE 1 03 * 

INSTALL/CHECKOUT HMM 1 03 * 

POWER & TEMPERATURE PROTECT SYSTEMS HMM i 03 * 

POWER & TEMP PROTECT SYSTEMS HMM ( 840-860 , 840S-855S , 840A-870A) .. 03 

POWER & TEMPERATURE PROTECT SYSTEMS HMM j 990 , 990E , 995E ) 03 

POWER & TEMPERATURE PROTECT SYSTEMS HMM SERIES 600 MEMORY) 03 

REFERENCE VOL . 1 (FOR APPLICATIONS PROG) | 03 

TIME-SHARING USERS REFERENCE 03 

BATCH USER GUIDE j 03 

CYBER 18-17 MINI COMPUTER SYSTEMS SEC.l GEN SITE REQUIREMENTS SPM 03 * 

MINI COMPUTER SYSTEMS SECTION 3 PERIPHERAL EQUIPMENT DATA SPM ... 03 * 

03 * 
03 * 
03 38.00 
03 * 

RA+1 INTERFACE PACKAGE (RIP) PROGRAMMING! SYSTEMS BULLETIN 03 * 

SUBSYSTEM REFERENCE I 03 5 . 00 

HMM VOL.1 (GEN DESC, INSTALL & CHECKOUT , THEORY, DIAGS ,MAINT ) 03 4 3.00 

HMM VOL.2 (PARTS DATA,W/L) 1 03 34.00 

CYBER LOADER VI INSTANT i 

CYBER LOADER VI INSTANT l 

UPDATE VI REFERENCE . . . [ 03 

UPDATE VI REFERENCE I 03 

UPDATE VI REFERENCE 'f 03 

UPDATE VI REFERENCE ]. 03 

UPDATE VI INSTANT 

UPDATE VI INSTANT 

UPDATE VI INSTANT 

UPDATE VI INSTANT [ 

MODIFY REFERENCE [ 03 11.00 

MODIFY INSTANT j. 17.00 

HMM VOL.2 (INSTALL & CHECKOUT, MAINT, DIAGS) 03 * 

GDC COMPUTER SYSTEMS SECTION 4 M0NIT0RIN6 & POWER DATA SPM 03 39.00 



HMM - i 


REFERENCE 


VOL 


2 


(FOR 


COMPASS 


APPL 


PROG ) I 


HMM 





15.00 
15.00 
15.00 
15.00 

16.00 
16.00 



30.00 
30.00 
30.00 
46.00 

7.00 



00 
00 



8.00 
8.00 
8.00 
8.00 



00 
00 
00 
00 
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03 15.00 
03 * 
03 * 



QUICK REFERENCE (by Publication Number) 

Fiche Publ No. Rev Catalog Description Bind Price 

CYBER 170 MODEL 176 SECTION 2 SYSTEM DAtIa SPM 03 * 

TAF/TS VI REFERENCE | 03 * 

TAF/TS VI DATA MANAGER REFERENCE ^ 03 * 

ON-LINE MAINTENANCE SOFTWARE REFERENCE .; 03 3.00 

APL V2 REFERENCE ' 03 19.00 

APL V2 REFERENCE ; 03 19.00 

APL V2 FILES FORTRAN UTILITIES REFERENCE 03 9.00 

APL V2 FILES FORTRAN UTILITIES REFERENCE 03 9.00 

APL V2/T0TAL V2 INTERFACE REFERENCE . . . J 03 7.00 

APL V2/T0TAL V2 INTERFACE REFERENCE ....! 03 7.00 

ON-LINE MAINTENANCE SOFTWARE REFERENCE .1 03 4.00 

CAMS II (COMPUTER AIDED MAINT SYSTEM II)| REFERENCE 03 23.00 

HMM 1 03 26.00 

INTERCOM V5 REFERENCE 1 03 14 . 00 

OPERATORS GUIDE j 03 29.00 

POWER DIST/WARNING SYSTEM HMM (810,830) j 03 10.00 

REMOTE MICRO FACILITY USER GUIDE FOR THE APPLE II WB 24 . 00 

REMOTE MICRO FACILITY USER GUIDE FOR THE APPLE II WB 24 . 00 

INTERACTIVE FACILITY (lAF) VI REFERENCE | 03 * 

CYBIL REFERENCE 1 03 15.00 

CYBIL REFERENCE 

TAF VI REFERENCE 

TAF VI DATA MANAGER REFERENCE 

CYBER COMPUTER SYSTEMS APPLICATIONS DIRECTORY (4/90) '. 26.00 

SYSTEM MAINTENANCE REFERENCE . .| 03 * 

FORTRAN 200 VI PROGRAMMERS USER GUIDE . .| 03 12 . 00 

REMOTE HOST FACILITY LCN HANDBOOK FOR DEC/VAX SYSTEMS 03 22.00 

HRM i 03 12.00 

HMM (2 VOLS) 1 06 52.00 

DIAGNOSTIC INDEX | 03 * 

XEDIT V3 REFERENCE i 03 10.00 

XEDIT V3 REFERENCE \ 03 10.00 

GF 60455760 D PPS CHASSIS 2 W/L HMM (865,875) 1 9.00 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (71-74,76 MODIF) 03 * 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (171-175,176) ..03 * 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (720-760) 03 * 

MSL 100 OFF-LINE MAINTENANCE SOFTWARE LIBRARY REFERENCE 03 * 

HMM : 03 18.00 

INTERCOM V5 INTERACTIVE COMMAND SUMMARY ' 1.00 

INTERCOM V5 REMOTE BATCH COMMAND SUMMARYJ 2.00 

REFERENCE 1 03 7.00 

ICEM TEKROUTE REFERENCE ! 03 * 

INTERCOM V5 REMOTE BATCH USER GUIDE . . . . | 03 5.00 

POWER DIST/WARNING SYSTEM HMM (835,845,8,55) 03 17.00 

POWER DIST/WARNING SYSTEM HMM (835,845,855) 03 17.00 

COOLING SYSTEM HMM (835,845,855) | 03 22.00 

COOLING SYSTEM HMM (835,845,855) | 03 22.00 

INTERCOM V5 INTERACTIVE GUIDE FOR USERS JDF FORTRAN EXTD 03 22.00 

INTERCOM V5 INTERACTIVE GUIDE FOR USERS (OF COBOL 03 7 .00 

CONCURRENT MAINTENANCE LIBRARY (CML) REFERENCE V3 . 2 03 18.00 

CONCURRENT MAINTENANCE LIBRARY (CML) REFERENCE V3 . 2 03 18.00 

I 
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60451620 


F 


60453000 


F 


60453100 


E 


60453900 


M 


60454000 


H 


60454000 


H 


60454010 


A 


60454010 


A 


60454020 


A 


60454020 


A 


60454200 


M 


60454700 


C 


60454720 


U 


60455010 


H 


60455090 


G 


60455210 


F 


60455240 


A 


60455240 


A 


60455250 


F 


60455280 


A 


60455280 


A 


60455340 


D 


60455350 


C 


60455370 


08 


60455380 


K 


60455390 


B 


60455480 


D 


60455580 


H 


60455690 


W 


60455720 


D 


60455730 


B 


60455730 


B 


60455760 


D 


60455770 


F 


60455770 


F 


60455770 


F 


60455770 


F 


60455810 


U 


60455840 


B 


60455850 


A 


60455860 


L 


60455880 


B 


60455890 


A 


60455920 


Y 


60455920 


Y 


60455930 


M 


60455930 


M 


60455950 


A 


60455960 


A 


60455980 


W 


60455980 


W 



QUICK REFERENCE (by Publication Number) 



Fiche Publ No. Rev Catalog Description 



60455980 


W 


60455990 


G 


60456010 


N 


60456020 


Y 


60456020 


Y 


60456020 


Y 


60456030 


A 


60456030 


A 


60456030 


A 


60456050 


C 


60456060 


A 


60456070 


A 


60456100 


N 


60456100 


N 


60456130 


H 


60456130 


H 


60456160 


P 


60456160 


P 


60456270 


L 


60456380 


B 


60456380 


B 


60456380 


B 


60456380 


B 


60456390 


F 


60456390 


F 


60456390 


F 


60456390 


F 


60456480 


05 


60456480 


05 


60456490 


D 


60456520 


P 


60456530 


AB 


60456530 


AB 


60456530 


AB 


60456530 


AB 


60456530 


AB 


60456590 


A 


60456590 


A 


60456600 


J 


60456600 


J 


60456600 


J 


60456640 


B 


60456650 


E 


60456770 


A 


60456770 


A 


60456780 


A 


60456780 


A 


60456790 


A 


60456790 


A 


60456810 


A 


60456810 


A 



CONCURRENT MAINTENANCE LIBRARY (CML) REFERENCE V3 . 2 

HRM ( ESM I ) ( STD PROD/STD PROD EXPANSIONS ) 

TROUBLESHOOTING GUIDE l 

MALET LANGUAGE PROGRAMMING REFERENCE . . .il 

MALET LANGUAGE PROGRAMMING REFERENCE . . . l 

MALET LANGUAGE PROGRAMMING REFERENCE ... i ... 

PERT/TIME V2 REFERENCE I 

PERT/TIME V2 REFERENCE I 

PERT/TIME V2 REFERENCE I 

OPERATORS TROUBLESHOOTING GUIDE I 

DATA FILE CONVERSION GUIDE I 

INTERCOM V5 MULTI-USER JOB CAPABILITY REFERENCE 

HARDWARE REFERENCE { 176 ) ( AA147-A/B ) ....I 

HARDWARE REFERENCE (720-760) ( AA120-D, AA13 1-D ) 

CM THEORY, DIAGRAMS HMM ( 720-760 ) (AA120-b , AAl 31-D ) 

CM THEORY, DIAGRAMS HMM (865) (AA120-E) .1 

POWER DIST/WARNING SYSTEM HMM ( 720-760 )( AA120-D , AA13 1-D ) 

POWER DIST/WARNING SYSTEM HMM ( 865 , 875 ) ( AA120-E ) 

POWER DIST/WARNING SYSTEM, COOLING SYSTEM HMM (815,825) 

IMSL GENERAL INFORMATION ; 

IMSL GENERAL INFORMATION I .' 

IMSL GENERAL INFORMATION I 

IMSL GENERAL INFORMATION I 

MSL 130/140 CMSE COMMANDS CARD I 

MSL 130/140 CMSE COMMANDS CARD ;. 

MSL 130/140 CMSE COMMANDS CARD '. 

MSL 130/140 CMSE COMMANDS CARD l 

ICEM HYDRAULICS REFERENCE ' 

ICEM HYDRAULICS REFERENCE ] 

DIAGNOSTIC INDEX ' 

HMM (. 

MSL 15X OFF-LINE MAINT SOFTWARE LIBRARY RM (815,825,835,845,855) 

MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM (810-860) 

MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY RM ( 990 , 990E , 995E ) 
MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY REFERENCE (960,962 
MSL 15X OFF-LINE MAINTENANCE SOFTWARE LIBRARY REFERENCE (992,994 

REMOTE MICRO FACILITY USER GUIDE FOR THE; IBM PC 

REMOTE MICRO FACILITY USER GUIDE FOR THE- IBM PC 

MSL 1 5X CMSE COMMANDS CARD l 

MSL 15X CMSE COMMANDS CARD ' 

MSL 1 5X CMSE COMMANDS CARD | 

ICEM HYDRAULICS TABLET OVERLAY I 

OPERATOR MAINTENANCE GUIDE ; 

PLOT 10 GRAPHICS TABLET UTILITY ROUTINE bsER GUIDE 

PLOT 10 GRAPHICS TABLET UTILITY ROUTINE JJSER GUIDE 

PLOT 10 CALCOMP PLOTTER PREVIEW ROUTINE USER GUIDE 

PLOT 10 CALCOMP PLOTTER PREVIEW ROUTINE tJSER GUIDE 

PLOT 10 CHARACTER GENERATION SYSTEM USERj GUIDE , 

PLOT 10 CHARACTER GENERATION SYSTEM USERJ GUIDE 

PLOT 10 INTERACTIVE GRAPHING PACKAGE USEp GUIDE , 

PLOT 10 INTERACTIVE GRAPHING PACKAGE USER GUIDE 



Bind 
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PLOT 10 EASY GRAPHING PACKAGE USER GUIDE 03 20.00 

PLOT 10 EASY GRAPHING PACKAGE USER GUIDE 03 20.00 

CONCURRENT MAINTENANCE LIBRARY (CML) CUSTOMERS GUIDE (V3.2) 03 8.00 

CONCURRENT MAINTENANCE LIBRARY (CML) CUSTOMERS GUIDE (V3.2) 03 8.00 

CONCURRENT MAINTENANCE LIBRARY (CML) CUSTOMERS GUIDE (V3.2) 03 8.00 

EXPORT HIGH SPEED REFERENCE 03 8.00 

CYBER 170 MODELS 720/730/740/750/760 SECTION 2 SYSTEM DATA SPM ..03 * 

MSL 130/140 INSTANT 44.00 

MSL 130/140 INSTANT 44.00 

MSL 130/140 INSTANT 44.00 

MSL 130/140 INSTANT (865,875) 44.00 

MSL 130/140 INSTANT 44.00 

CODES INSTANT ( 176 ) ( AA147-A/B ) 61.00 

CODES INSTANT ( 720-760 ) 61 . 00 

ICEM DESIGN/DRAFTING USER GUIDE FOR NOS TUTORIAL 03 42.00 

ICEM DESIGN/DRAFTING INTRODUCTION & SYSTEM CONTROLS REFERENCE ... 03 26.00 

ICEM DDN INSTANT 8.00 

ICEM DDN INSTANT 8.00 

GLOBAL GLOSSARY 03 21 . 00 

GLOBAL GLOSSARY ci^./7 03 21 .00 

HMM 03 23.00 

MAINTENANCE, PARTS DATA HMM 03 32,00 

MAPIII/IV DIAGNOSTIC DOCUMENTATION 03 * 

SES (SOFTWARE ENGINEERING SERVICES) VI. USERS HANDBOOK 03 48.00 

DEFINE DATA DICTIONARY TOOLS USERS HANDBOOK 03 * 

GRAPH GRAPHICS USERS HANDBOOK 03 * 

CYBIL HANDBOOK 03 7 . 00 

CP/CM W/L HMM ( 845 ) 25.00 

CP/CM W/L HMM ( 845 ) 25 . 00 

COMMAND SYSTEM INVENTORY REFERENCE VOL .2 03 * 

SYSTEM PROGRAMMERS REFERENCE VOL .2 03 36.00 

HRM 03 * 

UNISTRUC II USER GUIDE 03 8.00 

UNISTRUC II USER GUIDE 03 8.00 

TROUBLESHOOTING GUIDE ( ESM I & II) 03 33.00 

ICEM USER-DEFINED TABLET OVERLAY 28.00 
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COMMAND SYSTEM MATERIAL REQUIREMENTS PLANNING REFERENCE 03 * 

COMMAND SYSTEM GENERAL INFORMATION 03 * 
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MSSI V3 REFERENCE (FOR 65223 SEISMIC PROCESSOR 1) 03 * 

ICEM DDN TABLET OVERLAY 73.00 

ICEM DDN TABLET OVERLAY 73 . 00 

CODES BOOKLET ( 815 , 825 , 835 ,845,855) 29 . 00 

CODES BOOKLET ( 810-860 , 840S , 845S , 855S , 840A-870A ) 29.00 

CODES BOOKLET ( 990 , 990E , 995E ) 29.00 
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CODES BOOKLET ( 960/962 ) I 29.00 

CODES BOOKLET ( 992 , 994 ) ' 29 . 00 

MAINT REGISTERS CODES BOOKLET ( CPU , CM , l!0U ) (815,825,835,845,855). 49.00 

MAINT REG CODES BKLT (CPU,CM,IOU) ( 8 10-]860 , 840S-855S , 840A-870A) . 49.00 

MAINTENANCE REGISTERS CODES BOOKLET (CRU,CM,IOU) ( 990 , 990E , 995E ) . 49.00 

MAINTENANCE REGISTERS CODES BOOKLET (CPU,CM,IOU) (992,994) 49.00 

CP/CM LOGIC DIAGRAM SYMBOLS ( 2 VOLS ) . 03 81.00 

CP/CM LOGIC DIAGRAM SYMBOLS (2 VOLS) (845,855) 03 81.00 

CP/CM LOGIC DIAG SYMBOLS (2 VOL) ( 840-860 , 845S , 855S , 840A-860A ) .. 03 81.00 

CP/CM LOGIC DIAGRAM SYMBOLS (VOL. 1,2) (990) 06 81.00 

INSTALL/CHECKOUT HMM (845,855) 03 28.00 

INSTALL/CHECKOUT HMM ( 845 , 855 ) 03 28 . 00 

CP/CM THEORY HMM (845/855) 03 45.00 

CP/CM THEORY HMM ( 840 , 845 , 850 , 855 , 860 , 840A , 850A, 860A ) 03 45.00 

CP/CM L0-L3 LOGIC DIAGRAMS HMM ( 3 VOLS ) ( 845 , 855 ) 06 105.00 

CP/CM L0-L3 LOGIC DIAGS HMM (3 VOL) ( 840-860 , 845S , 855S , 840A-860A) 06 105.00 

CP/CM L4 LOGIC DIAGRAMS HMM (5 VOLS) (845,855) 06 327.00 

CP/CM L4 LOGIC DIAGS HMM (5 VOL) ( 840-860 , 840S-855S , 840A-870A ) .. 06 327.00 

CP/CM MAINTENANCE , PARTS DATA HMM (845,855) 03 * 

CP/CM MAINTENANCE, PARTS DATA HMM (845,855) 03 * 

CYBER 170/180 MODELS 845/855 SECTION 2 SYSTEM DATA SPM 03 23.00 

CP/CM THEORY DIAGRAMS HMM (865,875) 06 36.00 

CP/CM CABLES W/L HMM (845,855) 7.00 

CP/CM CABLES W/L HMM (845,855) 7.00 

CP W/L HMM (855) 25.00 

CP W/L HMM ( 855 ) 25.00 

MAINTENANCE, PARTS DATA HMM (86 5,875) 03 34.00 

CM MAINTENANCE, PARTS DATA HMM (990) 03 34.00 

CYBERSPICE REFERENCE 03 14.00 

CYBERSPICE REFERENCE 03 14.00 

LOGIC MODULE SCHEMATICS HMM (ESM I & II) 30.00 

REFRIGERATION SYSTEM HMM (ESM I & II) . 03 * 

HARDWARE OPERATORS GUIDE (835,845,855) 03 * 

HARDWARE OPERATORS GUIDE ( 835 , 845 , 855 ) 03 * 

HARDWARE REFERENCE 03 9.00 

CYBER 170/170M MODELS 865/875 SECTION 2 SYSTEM DATA SPM 03 * 

TROUBLESHOOTING GUIDE (LOOSELY COUPLED NETWORK) 03 23.00 

ICEM DDN SYSTEM PROGRAMMERS REFERENCE . 03 34.00 

ICEM DDN SYSTEM PROGRAMMERS REFERENCE . 03 34 .00 

HRM 03 10.00 

HMM VOL.2 (PARTS DATA, W/L) 03 19.00 

INSTALL/CHECKOUT HMM (865,875) 03 45.00 

HMM 03 80.00 

HMM 03 22.00 

HMM 03 25.00 

HMM 03 * 

HMM (2 VOLS) 03 76.00 

PPS THEORY, DIAGRAMS HMM (865,875) 06 67.00 

HMM '. 03 10.00 

MSSI V3 REFERENCE I 03 9.00 

MSSI V3 INSTALLATION HANDBOOK I 03 * 
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FIELD MAINTENANCE 

BINARY MAINTENANCE LOG (BML) MESSAGE FORMATS 03 
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GENERAL DESCRIPTION HMM ( 810-860 , 845S , 85|5S , 840A-860A) 03 

GENERAL DESCRIPTION HMM ( 990 , 990E , 995E ) |l 03 

POWER DIST/WARNING SYSTEM W/L HMM (835,845,855) 

POWER DIST/WARNING SYSTEM W/L HMM ( 835 , 845 , 855 ) 

REMOTE HOST FACILITY (RHF) ACCESS METHOD, REFERENCE 03 

REMOTE HOST FACILITY (RHF) ACCESS METHOD REFERENCE 03 



MSL 153 I0U2 TEST DESCRIPTION RM 
MSL 153 I0U2 TEST DESCRIPTION RM 
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60460410 B SECURITY ADMINISTRATORS HANDBOOK 1 03 11.00 

60460420 D FULL SCREEN EDITOR USER GUIDE 

60460430 D SCREEN FORMATTING REFERENCE 

60460530 C ICEM SOLID MODELER REFERENCE 

60460590 E CDCNET PRODUCT DESCRIPTIONS 

60460590 E CDCNET PRODUCT DESCRIPTIONS 

60460610 A REMOTE HOST FACILITY HANDBOOK FOR DEC SYSTEMS 03 * 

60460620 E REMOTE HOST FACILITY (RHF) USAGE | WB 50.00 

60460620 E REMOTE HOST FACILITY (RHF) USAGE I WB 50.00 

60460620 E REMOTE HOST FACILITY (RHF) USAGE I WB 50.00 

60460700 D HARDWARE OPERATORS GUIDE ( 990 , 990E , 995E )! 03 7.00 

GF 60460710 A CP/CM OPTIONAL EQUIPMENT W/L HMM (845,855) 6.00 

60460970 A NOS/VE SOFTWARE INSTALLATION & OPERATION USAGE 03 * 

60460990 B DIAGNOSTIC MANUAL 1 03 9.00 

60461000 A MAINTENANCE 03 25.00 

60461010 A THEORY OF OPERATION ; 03 9.00 

60461020 A ILLUSTRATED PARTS (BE604-A) i 03 12.00 

60461030 A THEORY OF OPERATION (BF706-A) ' 03 20.00 

60461040 A THEORY OF OPERATION ; 03 12.00 

60461050 A ILLUSTRATED PARTS (BF706-A) : 03 * 

60461060 A LOGIC MANUAL (BF706-A) : 03 * 

60461070 A LOGIC MODULE 1 06 * 

60461080 A LOGIC MODULE ; 06 * 

60461090 E SUBSYSTEM REFERENCE ' 03 8.00 

60461100 G HMM 03 13.00 

60461110 L MSL 153/155 REFERENCE MANUAL TEST PROCEDURES (990) 03 26.00 

60461110 L MSL 153/155 REFERENCE MANUAL TEST PROCEDURES (960,962) 03 26.00 

60461110 L MSL 153/155 REFERENCE MANUAL TEST PROCEDURES (992,994) 03 26.00 

60461310 E INSTALL/CHECKOUT HMM (990) 03 45.00 

60461320 C HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 (845,855) 03 * 

60461320 C HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 (840,845,850,855,860) ..03 * 

60461390 A INSTALL/CHECKOUT, FLOWCHARTS HMM (SUPPLEMENT) (865,875) 03 * 

60461410 E ICEM DESIGN/DRAFTING DATA MANAGEMENT REFERENCE 03 33.00 

60461420 D ICEM DESIGN/DRAFTING BASIC CONSTRUCTION REFERENCE 03 23.00 

60461430 D ICEM ADVANCED DESIGN REFERENCE '03 17.00 

60461440 D ICEM DESIGN/DRAFTING DRAFTING FUNCTIONS REFERENCE 03 18.00 

60461450 D ICEM NUMERICAL CONTROL REFERENCE 03 59.00 

60461500 B CDC COMPUTER SYSTEMS (INACTIVE PRODUCTS) SEC. 3 PERIPH EQUIP SPM .03 41.00 

60461520 J CDCNET NETWORK OPERATIONS & ANALYSIS 03 49.00 

60461520 J CDCNET NETWORK OPERATIONS & ANALYSIS 03 49.00 

GF 60461530 A POWER DIST/WARNING SYSTEM W/L HMM (810,830) 7.00 

60461540 C CDCNET CONCEPTUAL OVERVIEW 31 .00 

60461540 C CDCNET CONCEPTUAL OVERVIEW [ 31.00 

60461550 J CDCNET CONFIGURATION GUIDE ' 03 80.00 

60461550 J CDCNET CONFIGURATION GUIDE 03 80.00 

60461610 M WATER COOLING SYSTEM HMM 03 30.00 

60461610 M WATER COOLING SYSTEM HMM ( 840-860 , 840S , 845S , 855S , 840A-870A) 03 30.00 

60461610 M WATER COOLING SYSTEM HMM ( 990 , 990 , 995E ) ; 03 30.00 

60461610 M CM WATER COOLING SYSTEM HMM ^ 03 30.00 

60461610 M WATER COOLING SYSTEM HMM (992,994) \ 03 30.00 

60461620 R POWER DIST/WARNING SYSTEM HMM \ 03 42.00 
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POWER DIST/WARNING SYSTEM HMM ( 840-860 , K40S , 845S , 855S , 840A-870A) . 03 42.00 

POWER DIST/WARNING SYSTEM HMM { 990 , 990E , 995E ) 03 42.00 

POWER DIST/WARNING SYSTEM HMM { 992 , 994 ) 03 42 . 00 

CM W/L HMM (840,850,860) 6.00 

C/0 TABS W/L HMM ( CP/0 ) ( 860 ) .j 23.00 

CABLES HMM ( 840 , 850 , 860 , 840A, 850A, 860A, 8l70A) 6.00 

INSTALL/CHECKOUT HMM (840,850,860) | 03 41.00 

ICEM FACILITIES VI REFERENCE j 03 47.00 

CYBERPLUS PARALLEL PROCESSOR SYSTEM SECTiION 2 SYSTEM DATA SPM ... 03 * 

SMAQRVOL.l (835,845,855) ! 03 16.00 

SMAQR VOL.1 (835-860) \ 03 16.00 

SMAQR VOL.2 (835,845,855) - \ 03 49.00 

SMAQR VOL.2 (840-860) | 03 49.00 

SMAQR FLOWCHARTS POCKET CARD ( 835 , 845 , 855 ) * 

SMAQR FLOWCHARTS POCKET CARD ( 835 , 840 , 84;5 , 850 , 855 , 860 ) * 

INSTALLATION j 03 8.00 

ACCESSOR THEORY OF OPERATION (BE604-A) J 03 28.00 

AIRCRAFT HYDRAULIC SYSTEMS DYNAMIC ANALYSIS VOL.V (SSFAN) 03 14.00 

AIRCRAFT HYDRAULIC SYSTEMS DYNAMIC ANALYSIS VOL.1 ( HYTRAN ) 03 24.00 

CYBIL FORMATTER VI. EXTERNAL REFERENCE SPECIFICATION 03 2.00 

CYBERPLUS PARALLEL PROCESSING SYSTEM OVERVIEW 14 . 00 

CYBERPLUS FORTRAN REFERENCE 03 20.00 

POWER DIST/WARNING SYSTEM W/L HMM 14 . 00 

POWER DIST/WARNING SYSTEM W/L HMM ( 840-860 , 845S , 855S , 840A-870A) . 14.00 

POWER DIST/WARNING SYSTEM W/L HMM ( 990 , 9i90E , 995E ) 14.00 

POWER DIST/WARNING SYSTEM W/L HMM (992,994) 14.00 

MSL 153/155, CYBER 96X MAINTENANCE SOFTWARE RM (TEST DESC) (990). 03 49.00 

MSL 153/155, CYBER 96X MAINT SOFTWARE RM (TEST DESC) (960,962) .. 03 49.00 

MSL 153/155, CYBER 96X MAINT SOFTWARE RM (TEST DESC) (992,994) .. 03 49.00 

HPA/VE REFERENCE i 03 69.00 

MALET/VE REFERENCE ; 03 15.00 

SUBSYSTEM REFERENCE (7990-11/12,7991-11/12) 03 * 

MAINTENANCE GUIDE '. 03 16.00 

CP-0 CH. 5,6,7 DUAL W/L HMM (865) ' 10.00 

CP-1 CH. 15,16,17 DUAL W/L HMM (865) 11.00 

CABLES W/L HMM (865,875) 9.00 

HARDWARE REFERENCE (VIRTUAL STATE) VOL.1 ( 990 , 990E , 995E ) 03 10.00 

HARDWARE REFERENCE (VIRTUAL STATE) VOL . 1 ( 992 , 994 ) 03 10.00 

CP/CM L0-L3 DIAGRAMS HMM (5 VOLS) ( 990 , 990E, 995E ) 06 361.00 

CM L0-L3 DIAGRAMS HMM (5 VOLS) (992,994) 06 361.00 

SMAQRVOL.l (990,990E,995E) 03 11.00 

SMAQRVOL.l (992,994) 03 11.00 

SMAQR VOL.2 ( 990 , 990E , 995E ) 03 51.00 

SMAQR VOL.2 (992,994) 03 51.00 

CYBER 180 MODEL 990 COMPUTER SYSTEM SPM 03 14 . 00 

CP MAINTENANCE, PARTS DATA HMM ( 990 , 990E , 995E ) 03 23.00 

CP MAINTENANCE, PARTS DATA HMM (992,994) 03 23.00 

CP/CM L4 DIAGRAMS HMM (10 VOLS) ( 990 , 990E , 995E ) 06 584.00 

CM L4 DIAGRAMS HMM (10 VOLS) (992,994) 06 584.00 

lOU W/L HMM (990,990E,995E) 7.00 

lOU L4 DIAGRAMS HMM VOL.2 ( 840-860 , 845S ,^55S , 840A-870A ) 06 266.00 
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lOU L4 DIAGRAMS HMM VOL.2 ( 990 , 990E , 995ll) 06 



STEMS SPM 03 

WB 

WB 

WB 

WB 

REFERENCE 03 

50,860) 03 

03 

FOR Z-100) 03 

FOR Z-100) 03 



TAPE TRANSPORT) 03 

03 

03 

03 



CYBER 180 MODELS 840/850/860 COMPUTER S^ 

PATRAN USER GUIDE VOL .1 

PATRAN USER GUIDE VOL. 1 

PATRAN USER GUIDE VOL .2 

PATRAN USER GUIDE VOL. 2 

PATRAN TRANSLATOR & CONVERTER INTERFACE 
CP/CM MAINTENANCE, PARTS DATA HMM (840,£ 

ICEM GPL REFERENCE 

CONNECT FOR THE IBM PC VI . 1 USER GUIDE ( 
CONNECT FOR THE IBM PC VI . 1 USER GUIDE ( 

INSTALL/CHECKOUT HMM (OPTIONAL EQUIPMEN-^) (845,855) 03 

MGG USER GUIDE V2 . 1 ( NOS/VE ) 

C/0 TABS W/L HMM ( 850 ) 

C/0 TABS W/L HMM (CP/1) (860) 

TROUBLESHOOTING GUIDE (TTG-200 MAGNETIC 

IGES TRANSLATORS REFERENCE 

HARDWARE OPERATORS GUIDE (840,850,860) 
HARDWARE OPERATORS GUIDE (840,850,860) 

TAPE MANAGEMENT SYSTEM ( TMS ) USER REFERENCE 03 

TAPE MANAGEMENT SYSTEM (TMS) SITE OPERATIONS 03 

CYBER 180 MODELS 840S/845S/855S SECTION 2 SYSTEM DATA SPM 03 

INSTALL/CHECKOUT HMM ( 840S , 845S , 855S , 84QA, 850A, 860A , 870A ) 03 

CP MAINT, PARTS DATA HMM ( 840S , 845S , 855£(, 840A, 850A, 860A, 870A) ... 03 

SMAQR VOL.1 (840S,845S,855S,840A,850A,86,0A,870A) 03 

SMAQR VOL.2 ( 840S , 845S , 855S , 840A, 850A, 86,0A, 870A) 03 

SMAQR FLOWCHARTS POCKET CARD ( 840S , 845S ,{855S , 840A-870A ) 

SYSTEM POWER MONITOR (SPM) TROUBLESHOOTING GUIDE 03 

SYSTEM POWER MONITOR (SPM) TSG ( 840-860 ,;840S , 845S , 855S , 840A-870A) 03 
SYSTEM POWER MONITOR (SPM) TROUBLESHOOTING GUIDE ( 990 , 990E , 995E ) . 03 

SYSTEM POWER MONITOR (SPM) TROUBLESHOOTING GUIDE (992,994) 03 

MAINFRAME COMPLEX DATA CYBER 990E & 995E SPM 03 

lOU L0-L3 DIAGRAMS HMM VOL.1 ( 840-860 , 84'OS , 845S , 855S , 840A-870A ) . 06 

lOU L0-L3 DIAGRAMS HMM VOL.1 ( 990 , 990E , 9'95E ) 06 

lOU L0-L3 DIAGRAMS HMM VOL.1 (992,994) .| 06 

MAINFRAME COMPLEX DATA CYBER 840A, 850A, 8:60A, 870A SPM 03 

HARDWARE REFERENCE (CYBER 170 STATE) ( 84|0A, 850A, 860A, 870A) 03 

HARDWARE REFERENCE (VIRTUAL STATE) VOL . Ij ( 840A, 850A, 860A, 870A ) .. 03 
HARDWARE REFERENCE (VIRTUAL STATE) VOL . 2J ( 840A, 850A , 860A , 870A ) .. 03 

HARDWARE OPERATORS GUIDE ( 840A, 850A, 860A!, 870A) 

OPERATION & MAINTENANCE GUIDE | 03 

CM W/L HMM (990E,995E) (BS218-A) j 

REFRIGERATION COOLING SYSTEM HMM ( 840 , 85'o , 860 ) 03 

INSTALL/CHECKOUT HMM (990E,995E) j 03 

SYSTEM REMOVAL GUIDE ( 845 , 855 ) \ 03 

SYSTEM REMOVAL GUIDE ( 845 , 855 ) ] 03 

ICEM MENUS USER GUIDE \ 03 

REMOTE HOST FACILITY PROGRAM INTERFACE USAGE 03 

CDCNET TERMINAL INTERFACE USAGE | 03 

CDCNET TERMINAL INTERFACE USAGE | 3 

CDCNET BATCH DEVICE USER GUIDE f. 03 



266.00 

14.00 

113.00 

113.00 

113.00 

113.00 

15.00 

* 

51.00 

36.00 

36.00 



37.00 



45.00 

10.00 

6.00 



00 
00 



11.00 
24.00 
34.00 
22.00 
10.00 
40.00 
9.00 
13.00 
13.00 
13.00 
13.00 
49.00 
109.00 
109.00 
109.00 
27.00 
23.00 
22.00 
43.00 
14.00 
17.00 



11.00 



11.00 
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45.00 
45.00 
20.00 
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CDCNET BATCH DEVICE USER GUIDE 03 20.00 

OPERATIONS USAGE 03 37.00 

SYSTEM PERFORMANCE & MAINTENANCE VOL.1: PERFORMANCE USAGE 03 53.00 

NETWORK MANAGEMENT USAGE 03 36.00 

LCN CONFIGURATION & NETWORK MANAGEMENT USAGE 03 16 .00 

DESKTOP/VE HOST UTILITIES USAGE 03 9 , 00 

ONLINE MANUAL COMMAND SUMMARY CARD 2.00 

ACCOUNTING ANALYSIS SYSTEM USAGE 03 14 . 00 

SYSTEM PERFORMANCE & MAINTENANCE VOL.2: MAINTENANCE USAGE 03 73.00 

OPTICAL STORAGE SYSTEM USAGE 03 14.00 

CARTRIDGE SYSTEM/VE FOR 7992 USAGE 03 8.00 

CARTRIDGE SYSTEM/VE FOR 5744 USAGE 03 8.00 

FILE ARCHIVING USAGE 03 31.00 

SECURITY ADMINISTRATION USAGE 03 9 . 00 

REMOVABLE MEDIA MANAGEMENT SYSTEM USAGE 03 18.00 

GLOBAL INDEX REFERENCE 03 14.00 

INTRODUCTION TUTORIAL 03 27.00 

SYSTEM USAGE 03 70.00 

FILE EDITOR TUTORIAL/USAGE 03 40.00 

TERMINAL DEFINITION USAGE 03 15.00 

COMMANDS & FUNCTIONS REFERENCE 03 102.00 

CYBIL LANGUAGE DEFINITION USAGE 03 56 . 00 

CYBIL FILE MANAGEMENT USAGE 03 44 . 00 

CYBIL SYSTEM INTERFACE USAGE 03 54.00 

CYBIL SEQUENTIAL & BYTE-ADDRESSABLE FILES USAGE WB 16.00 

CYBIL KEYED-FILE & SORT/MERGE INTERFACES USAGE 03 63.00 

SOURCE CODE MANAGEMENT USAGE 03 26.00 

OBJECT CODE MANAGEMENT USAGE 03 35.00 

DESKTOP/VE FOR MACINTOSH USAGE (WITHOUT BINDER) 03 25.00 

USER VALIDATION USAGE 03 40 . 00 

MAIL/VE V2 USAGE 03 28 . 00 

MAIL/VE V2 ADMINISTRATION USAGE o 03 32.00 

MAIL/VE SUMMARY 1.00 

DIAGNOSTIC MESSAGES USAGE 03 96.00 

X/WINDOWS FOR NOS/VE & VX/VE USER GUIDE 03 3.00 

XLIB PROGRAMMING MANUAL FOR VERSION 11 (NOS/VE , VX/VE ) 44.00 

XLIB REFERENCE MANUAL FOR VERSION 11 ( NOS/VE , VX/VE ) 44.00 

USER GUIDE VOL.3 03 35.00 

SOLEX 28211/32111 PRINTER AIDES USER GUIDE VOL.1 03 11.00 

SOLEX 28211/32111 PRINTER AIDES USER GUIDE VOL.2 03 24.00 

SOLEX TECHNICAL HANDBOOK 8.00 

FOCUS ONE DOWNLINE TEST REFERENCE 03 4.00 

STANDALONE UTILITIES V4 . 1 USER GUIDE 03 5.00 

FOCUS ONE SYSTEM HARDWARE INFORMATION 03 35.00 

MAINTENANCE OVERVIEW/GUIDE 03 42.00 

USER GUIDE VOL.4 03 12.00 

REFERENCE 03 18.00 

ENERGY MANAGEMENT SYSTEMS ( EMS ) OVERVIEW 03 10 . 00 

ENERGY MANAGEMENT SYSTEMS (EMS) DEVICE INTERFACE (DI) REFERENCE . 03 38.00 

ENERGY MANAGEMENT SYS (EMS) DEVICE INTERFACE (DI) INSTALL/CHECK . 03 30.00 

ENERGY MANAGEMENT SYSTEMS (EMS) HARDWARE CROSS-REFERENCE 03 8.00 
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ANSYS USERS VOL .1 03 56.00 

ANSYS USERS VOL.2 03 55.00 

HARDWARE MAINTENANCE MANUAL 03 21.00 

DIAGRAMS MANUAL 03 32.00 

TYPE I COMMUNICATIONS PROTOCOL REFERENCE MANUAL 03 5.00 

TYPE II COMMUNICATIONS PROTOCOL REFERENCE MANUAL 03 6.00 

SYNCHRONOUS TYPE II COMMUNICATIONS PROTOCOL REFERENCE MANUAL .... 03 6.00 

HMM 03 7.00 

USER GUIDE VOL .2 03 * 

LOGIC DIAGRAMS HMM (3 VOLS) (810,830) 03 137.00 

MULTILEVEL BLOCK DIAGRAMS HMM ( 810/830 ) (AA16 1-A ) 06 64.00 

SAFE USE & OPERATION 7.00 

MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (815S,825S) 06 85.00 

CYBER 170 MODEL 835 SECTION 2 SYSTEM DATA SPM 03 9.00 

LOGIC DIAGRAMS HMM (3 VOLS) (815S,825S) 03 125.00 

THEORY OF OPERATION HMM ( 81 5S , 825S ) ( AA161-B, AT462-B , AT463-B ) 03 46.00 

MAINTENANCE & PARTS DATA HMM ( 815S , 825S ) ( AA161-B , AT462-B , AT463-B ) 03 16.00 

HARDWARE REFERENCE ( 81 5S , 825S ) ( AA16 1-B , AT462-B , AT463-B ) 03 16.00 

INSTALL/CHECKOUT HMM (815S,825S) 03 15.00 

CYBER 170 MODELS 815S/825S SECTION 2 SYSTEM DATA SPM 03 5.00 

HARDWARE OPERATORS GUIDE ( 815S , 825S ) ( AA161-B, AT462-B/AT463-B ) ... 03 7.00 

ICI CHANNEL OPTION HMM ( 8 15S , 825S ) ( AA161-B , AT462-B , AT463-B ) 03 48.00 

MAINTENANCE HMM ( 835 ) 03 65 . 00 

MAINTENANCE HMM ( 835 ) 03 65 . 00 

CP LOGIC DIAGRAMS HMM ( 2 VOLS ) ( 835 ) 03 * 

CP LOGIC DIAGRAMS HMM (2 VOLS) (835) 03 * 

lOU BLOCK DIAGRAMS (MLBD'S) HMM (835,855) 06 11.00 

lOU BLOCK DIAGRAMS (MLBD'S) HMM (835,855) 06 11.00 

lOU LOGIC DIAGRAMS HMM (2 VOLS) (835,840,845,850,855) 03 117.00 

lOU LOGIC DIAGRAMS HMM (2 VOLS) (835,840,845,850,855) 03 117.00 

lOU W/L HMM (835,84 5,855) 7.00 

lOU W/L HMM ( 835 , 845 , 855 ) 7.00 

CYBER 170 MODELS 815/825 SECTION 2 SYSTEM DATA SPM 03 * 

MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (825) 06 72.00 

SYSTEM LOGIC DIAGRAMS HMM (4 VOLS) (825) 03 173.00 

HARDWARE REFERENCE (CYBER 170 STATE) (835,845,855) 03 52.00 

HARDWARE REFERENCE (CYBER 170 STATE) (835,840,845,850,855,860) .. 03 52.00 

HARDWARE REFERENCE (CYBER 170 STATE) ( 990 , 990E , 995E ) 03 52.00 

HARDWARE REFERENCE (CYBER 170 STATE) (994) 03 52.00 

lOU THEORY HMM (835,855) 03 14.00 

CP THEORY HMM ( 835 ) 03 * 

ASSEMBLY BUFFER UTILITY REFERENCE (815,825,835,845,855) 03 12.00 

HARDWARE REFERENCE (CYBER 170 STATE) (815,825) 03 * 

HARDWARE OPERATORS GUIDE (815,825) 03 * 

MSL 15X MODEL INDEPENDENT SOFTWARE RM (815,825,835,845,855) 03 46.00 

MSL 15X MODEL INDEPENDENT SOFTWARE REFERENCE (810-860) 03 46.00 

MSL 15X MODEL INDEPENDENT SOFTWARE REFERENCE (990) 03 46.00 

MSL 15X MODEL INDEPENDENT SOFTWARE REFERENCE 03 46 . 00 

MSL 151 MAINTENANCE SOFTWARE REFERENCE (815,825) 03 30.00 

MSL 151 MAINTENANCE SOFTWARE REFERENCE (810,830) 03 30.00 

MSL 152 MAINTENANCE SOFTWARE REFERENCE ( 835 ) 03 36 . 00 
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60469410 J MSL 152 MAINTENANCE SOFTWARE REFERENCE IsSS) 03 36.00 

-^ 60469420 C HARDWARE REFERENCE (CYBER 170 STATE) (8^0,830) 03 14.00 

60469430 E CYBER 180 MODELS 810/830 SECTION 2 SYSTEM DATA SPM 03 5.00 

*«^ 60469440 C HARDWARE OPERATORS GUIDE (810,830) | 03 7.00 

60469450 D INSTALL/CHECKOUT HMM (810,830) ; 03 16.00 

60469455 A OPERATORS GUIDE (18002-3) ! 03 4.00 

— 60469460 B THEORY OF OPERATION HMM (810,830) 03 46.00 

60469470 L MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (i830) 06 71.00 

60469508 C MAINTENANCE, PARTS DATA HMM (810,830) . .| 03 17.00 

GF 60469510 L CABLES W/L HMM (830) \ 03 9.00 

60469520 F CUSTOMER PLANNING GUIDE ; 7.00 

60469530 G INSTALLATION GUIDE i 03 12.00 

60469531 B LOW-SPEED CHANNEL CONVERTER INSTALLATION GUIDE 5.00 

60469532 C MEMORY INCREMENT INSTALLATION GUIDE . . . .! 5.00 

60469533 B CDCNET ADAPTER INSTALLATION GUIDE i 1.00 

60469534 A BATTERY BACKUP INSTALLATION GUIDE \ 7.00 

60469535 A DISK OPTION INSTALLATION GUIDE (9836-1) i 4.00 

60469536 A ICI-TO-IPI CHANNEL CONVERTER INSTALLATION GUIDE 4.00 

60469537 B MAINFRAME UPGRADE INSTALLATION GUIDE . . .! 5 . 00 

60469540 K MAINTENANCE GUIDE ; 03 38 . 00 

60469555 C REMOTE CONSOLE INSTALLATION GUIDE • 3 . 00 

60469560 H CYBER 930 GUIDE TO OPERATIONS i 03 15.00 

60469580 A MAINTENANCE GUIDE 5.00 

GF 60469650 L CABLES W/L HMM (810) ; 03 7.00 

60469670 L MULTILEVEL BLOCK DIAGRAMS (MLBD'S) HMM (810) 06 60.00 

xi^ 60469680 B HARDWARE REFERENCE (VIRTUAL STATE) VOL.T (810,830) 03 10.00 

60469710 C CYBER SUPERMINI COMPUTER SYSTEM CUSTOMER SPM 03 5.00 

60469720 L DIAGNOSTIC VIRTUAL SYSTEM USAGE 03 27.00 

60469770 H VX/VE ADMINISTRATOR GUIDE & REFERENCE . .' WB 13.00 

60469780 F VX/VE USER GUIDE : 03 25.00 

60469790 E VX/VE PROGRAMMER GUIDE 03 48.00 

60469810 H VX/VE USER REFERENCE 03 38 . 00 

60469820 H VX/VE PROGRAMMER REFERENCE '■ 03 38.00 

60469830 G C FOR NOS/VE USAGE & REFERENCE 03 34 . 00 

60469831 D C FOR NOS/VE VERSION 2 USAGE & REFERENCE 03 33.00 

60469840 A lOU MAINTENANCE HMM (835,845,855) ; 03 * 

60469860 A MEMORY INCREMENT 16/32 MB HMM (810,830) : 03 21.00 

60469870 B ICI CHANNEL OPTION HMM (810,830) 03 13.00 

60469890 B DWB/VX INTRODUCTION & USER REFERENCE ,..[.' WB 17.00 

60469900 B DWB/VX TEXT FORMATTERS GUIDE i WB 15.00 

60469910 A DWB/VX MACRO PACKAGES GUIDE i WB 35.00 

60469920 A DWB/VX PREPROCESSORS GUIDE j WB 18.00 

60469960 A SYSTEM LOGIC DIAGRAMS HMM (3 VOLS) (65810,65830) 03 135.00 

60469970 A MULTILEVEL BLOCK DIAGRAMS (MLBD'S) SUPPLEMENT HMM (65810,65830) . 06 13,00 

60469980 F VX/VE AN INTRODUCTION FOR UNIX USERS . . . | 03 9.00 

60470180 E CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 

60470190 C CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 

60470220 C CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 

60470230 E CYBER 1000/DISTRIBUTED NETWORK SYSTEM V4 

60470340 A CYBER 1000 DISTRIBUTED NETWORK SYSTEM GENERAL INFORMATION 03 7.00 

60470710 C HMM .1 03 24.00 



REFERENCE 03 * 

CONSOLE OPERATOR GUIDE . 03 * 

INSTALLATION HANDBOOK ..03 33.00 

DIAGNOSTIC HANDBOOK .... 03 16.00 
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8-BIT SUBROUTINES VI REFERENCE 03 

8-BIT SUBROUTINES VI REFERENCE ; 03 
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REFERENCE 03 

REFERENCE 03 

USER GUIDE 03 

USER GUIDE 03 
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COBOL V5 REPORT WRITER USER GUIDE i 03 
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4680 COMPUTER TECHNICAL REFERENCE 15 . 00 

4680 SITE PREPARATION AND INSTALLATION . 6.00 

MIPS RISC ARCHITECTURE 16.00 

EP/IX PROGRAMMER'S GUIDE (2 VOLUMES) ... 72.00 

4320/4330 TECHNICAL REFERENCE .. 30.00 

4320 INSTALLATION GUIDE . . | 10.00 

4330 INSTALLATION GUIDE i 10 . 00 

EP/IX PROGRAMMER'S REFERENCE (2 VOLUMES) \ 130.00 

4360-30X COMPUTER TECHNICAL REFERENCE . . i 15.00 

4360-30X SITE PREPARATION AND INSTALLATION 10.00 

EP/IX SYSTEM ADMINISTRATOR'S GUIDE i 45.00 

EP/IX NETWORK ADMINISTRATOR'S GUIDE (2 VOLUMES) 7 5.00 

EP/IX SYSTEM ADMINISTRATOR'S REFERENCE MANUAL 7 5.00 

EP/IX STREAMS PRIMER AND PROGRAMMER'S GUIDE 39.00 

EP/IX USER'S GUIDE j 47.00 

EP/IX USER'S REFERENCE i 99.00 

XWINDOW SYSTEM USERS GUIDE (MOTIF EDITION VOL.3) 44.00 

MOTIF PROGRAMMER'S GUIDE VOL.3 i 27.00 

RISCWINDOWS MANUAL KIT, Release 4 (includes 5 manuals below) 136.00 

RISCWINDOWS PSVIEW USERS GUIDE ] 6.00 

RISCWINDOWS USERS SET-UP GUIDE i 6.00 

MIPS VISUAL DEBUGGER GUIDE i 7.00 

CYBER 920 OWNERS KIT i 75.00 

ASSEMBLY LANGUAGE PROGRAMMER ' S GUIDE ...j 15.00 

COMPILER AND C PROGRAMMER ' S GUIDE \ 17.00 

COMPILER PORTING GUIDE I 8.00 

DOCUMENTER'S WORKBENCH ( DWB ) REFERENCE (2 VOLUMES) 90.00 

ADA PROGRAMMER'S GUIDE . i 4 4.00 

FORTRAN PROGRAMMER'S GUIDE AND LANGUAGE REFERENCE MANUAL 31,00 

PASCAL PROGRAMMER ' S GUIDE 13.00 
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47100 CARTRIDGE TAPE MAINTENANCE MANUAL 55.00 

AUTOMATED WORKSTATION BACKUP SYSTEM VI. 5/ 1.6 OPER (CYBER 910/920) 03 7.00 
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19714-1, EXPRESS LINK OPTION FOR 4360 COMPUTER INSTALLATION PROC . 2.00 

47000-1 SCSI DIFFERENTIAL CONTROLLER OPTION FOR 4360 INSTALL PROC 2.00 

47000-2 SCSI DIFFERENTIAL CONTROLLER OPTION FOR 4380 INSTALL PROC 2.00 

47000-3 SCSI DIFFERENTIAL CONTROLLER OPTION FOR 4680 INSTALL PROC 2.00 

47002-1 SCSI SINGLE-ENDED CONTROLLER OPTION FOR 4360 INSTALL PROC 2.00 

47002-2 SCSI SINGLE-ENDED CONTROLLER OPTION FOR 4380 INSTALL PROC 2.00 

47002-3 SCSI SINGLE-ENDED CONTROLLER OPTION FOR 4680 INSTALL PROC 2.00 
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ZENITH Z-248 SERVICE GUIDE h 91.00 
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HMM '. 3 13.00 

HMM ; 03 10.00 

HMM : 03 14.00 

HMM J^Vid RV/^^./i I 03 21.00 

HMM I 03 17.00 

PRECISE* I /E OVERVIEW i 15.00 

UNISTRUC II REFERENCE I 03 20.00 

UNISTRUC II REFERENCE i 03 20.00 

CYBERPLUS CROSS ASSEMBLER (MICA) V3 REFERENCE 03 * 

CYBERPLUS MULTIPARALLEL PROCESSING SYSTEM HRM 03 78.00 

LOGIC DRAWING TEMPLATE i 12.00 

MANUAL ABSTRACTS 1 16.00 

XEDIT EXTENDED TEXT EDITOR REFERENCE CARD 2 

XEDIT EXTENDED TEXT EDITOR REFERENCE CARD 2. 

APPLICATION INSTALLATION HANDBOOK I 03 * 

IPF2 APPLICATION REFERENCE 1 03 * 

IPF2 APPLICATION REFERENCE 1 03 * 

IPF2 APPLICATION REFERENCE 1 03 * 

UNIPLOT V3 . 2 REFERENCE 1 03 31.00 

UNIPLOT V3 . 2 REFERENCE 1 03 31.00 

COMPAID USER I 03 * 

COMPAID INPUT TYPE 5B \ 03 * 

MICRO-PROGRAMMABLE COMPUTER FAMILY MICRO | PROCESSOR HRM 03 13.00 

FIELD SERVICE VOL . 2 (DIAGRAMS ) i 9.00 

PARTS IDENTIFICATION ; 9.00 

PARTS IDENTIFICATION 1 03 14 . 00 

FIELD SERVICE & REFERENCE 1 03 22.00 

PARTS IDENTIFICATION ( CT107A, CT108A , CTIAI , CT1A6 , 9383/9386 ) * 

PARTS IDENTIFICATION ( CT103-A/B , CT105-A/B ) 9.00 

PARTS IDENTIFICATION ( CT1D7 , CT1D8 , CTIJI-B , CT1J2-B ) 03 28.00 

HR/MM ..1 03 10.00 

HR/MM I 03 12.00 

SYSTEM SUMMARY } 03 14 . 00 

HMM VOL.2 (MAINT.DDLTS) | 03 38.00 

HR/MM I 03 56.00 



00 
00 



7-41 



QUICK REFERENCE (by Publication Number) 
Fiche Publ No. Rev Catalog Description 



Bind Price 



96768300 F HRM % 03 * 

96768360 BD INSTALLATION ( 18-5M/10M/20/25/30 ) j 03 37.00 

96768410 K OPERATIONAL DIAGNOSTIC SYSTEM (ODS) V2 REFERENCE 03 * 

96768440 E HR/MM j 03 * 

96768510 Z SITE PLANNING KIT ( 18-5/5M/10M/20/25/30 ) | 03 25.00 

96768600 F HR/MM (MOS MEMORY SUBSYSTEM) ( AT241 , AT275 , BA212 ,DT223 ) 03 48.00 

96768800 E HR/MM 03 18.00 

96836100 E CYBER CROSS SYSTEM (CCS) VI PASCAL COMPILER REFERENCE 03 10.00 

96836100 E CYBER CROSS SYSTEM (CCS) VI PASCAL COMPILER REFERENCE 03 10.00 

96836100 E CYBER CROSS SYSTEM (CCS) VI PASCAL COMPliER REFERENCE 03 10.00 

96836400 D CYBER CROSS SYSTEM (CCS) VI MICRO ASSEMBLER REFERENCE 03 10.00 

96836400 D CYBER CROSS SYSTEM (CCS) VI MICRO ASSEMBLER REFERENCE 03 10.00 

96836400 D CYBER CROSS SYSTEM (CCS) VI MICRO ASSEMB|.ER REFERENCE 03 10.00 

96836500 D CYBER CROSS SYSTEM (CCS) VI MACRO ASSEMBLER REFERENCE 03 10.00 

96836500 D CYBER CROSS SYSTEM (CCS) VI MACRO ASSEMBJ^ER REFERENCE 03 10.00 

96836500 D CYBER CROSS SYSTEM (CCS) VI MACRO ASSEMBLER REFERENCE 03 10.00 
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